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Moving long distance is an important matter to your employees, 
but they place implicit confidence in your ability. And as you, in turn, 
must delegate that confidence to the mover you select, it will pay you 
to select ALLIED. You can rest assured you will be well represented — 
that every detail will be handled so as to reflect credit on your department. 


Classified Phone Books in 360 Key Cities List One or More Agents 
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WORLD’S LARGEST LONG-DISTANCE MOVERS 


YORHOF HOUSEHOLD GOoDs 2 OFFICE FURNITURE AND EQUIPMENT 
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Crooks Terminal Warehouses 


KANSAS CITY, MO.—Our Brokers Building, 1104 Union Ave., on 
the Frisco R. R. Capacity 400 carloads. 

KANSAS CITY, MO.—Our Security Building, 1405 St. Louis Ave., 
on the M. P. R. R. Capacity 500 carloads. 

CHICAGO, ILL.—Burlington 14th Place Warehouse, cor. Canal 
St., on the C. B. & Q. R. R. Close to Chicago produce and 
grocery markets. 

KANSAS CITY, MO.—Terminal Warehouse, 1201-1209 Union 
Ave., on the U. P. R. R. Capacity 500 carloads. 

CHICAGO, ILL.—South Chicago Waterfront Warehouses, 103rd & 
Calumet River. Spacious dock—deep water. Fully equipped 
for all type & size cargo on the Belt Ry. of Chicago. 

LOS ANGELES, CALIF.—Overland Terminal Warehouse, 1807 E. 
Olympic Blvd., our Western associate. California’s most modern 
warehouse. Served by the Union Pacific R. R. 

CHICAGO, ILL.—Downtown Warehouse, Burlington Terminal 
Building, Canal & Harrison Sts., on the C. B. & Q. R. R. Ca- 
pacity 400 carloads. Two biccks from the Union Station. 
CHICAGO, ILL.—South Side Warehouses on the Belt Ry. of 
Chicago. Adjacent to the Great Clearing Interchange Freight 
Yard, 5801-5967 West 65th St. Capacity 1,500 carloads. 


Our Direct Connection with Interlake Terminals, Inc., 
a group of outstanding Marine and Railroad Terminal 
Warehouse operators, enables us to give you informa- 
tion and assistance in establishing warehousing and 
distribution facilities at: 


Buffalo Detroit Milwaukee Houston 

Cleveland Muskegon Green Bay Portland 

Indirectly, we are also in a position to put you in 
touch with reliable warehouses located at other points 
throughout the United States. 








a an oe 


Streamlined Distribution 
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WiTH 


CROOKS TERMINAL 


In War—the production role of American Industry 
has gained world-wide recognition in terms of Quan 
tity and Quality. 







In Peace—this marvel of production combine 
with modern streamlined methods of distribution 
will lead the way to post-war prosperity. 
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| 
Plan today—for complete coverage of America’s 
leading markets—tomorrow. 


CROOKS TERMINAL offers you LOW COST-— 
“READY TO FUNCTION” warehousing and distri: 
bution facilities in CHICAGO, KANSAS CITY and 
LOS ANGELES. 


Let us analyze your problems. Write or phone. 
No obligation, we assure you. 
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For Additional Detailed Information See TRAFFIC WORLD WAREHOUSE SECTION LISTINGS 
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anything: processing, assembling, handling. No pro- 
duction, storage, transportation or delivery of goods 
can proceed without handling. You can’t take it for 


granted if you’re out to get production. 


1 WRAFEIC WORLD Handling, the largest single labor cost inside plants, 


Name Registered U. S. Patent Office — Copyright, 1945, Traffic Service Corporation 
Published Every Saturday by The Traffic Service Corporation 








offers a most logical place to save time, manpower and 


Br = Pisoni ra ge SO money. Towmotor places goods on the right spot at 
ST— le . 9 “9 : ; 
Jistri: Henry A. Patmer, Vice President and Secretary the right time. Get the story—write for the Towmotor 
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Every Shipment Deserves Protection 


BY ACME 
STEELSTRAP 


AND 


UNIT-LOAD 
BANDS 


TRAFFIC WORLD 


When you reinforce individual shipping packs and skid- 
loads with Steelstrap . . . and brace them for shipment 
with Unit-Load Bands . . . you have provided the pro- 
tection that delivers your products safely. 


Simply applied and efficient, these Acme products have 
met tests of strength and durability in war times so suc- 
cessfully that in post-war shipping, applications of Steel- 
strap and Unit-Load Bands will be standard practice in 
many more shipping departments. 


Right now, Steelstrap and Unit-Load Bands are fully 
employed in reinforcing and bracing shipping packs of 
every kind which hold vital war materiel and essential 
civilian goods. When that job is done, both products will 


be available to make your post-war shipping packs 
“Bound to Get There.” 


ACME STEEL COMPANY *AGME STEEL CO 


2844 ARCHER AVENUE, CHICAGO 8, ILLINOIS CHICAGO 
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Thanks to Air Commerce... 


HOT TUNES 


won’t grow COLD in transit 


The minute radio shortwaves a new American 'S a 
swing tune or a new musical show introduces new la) 


se RO in eine eget 


hits, music lovers all over the world clamor for 
them in sheet music and recorded form. Yet, these 
popular hits are highly perishable. By the time 
records or song sheets reach other nations by rail 
and water, the tune may have hit the skids and 
another be all the rage. 





Postwar, air shipment will get hot tunes into 
foreign music dealer stocks in time to be sold before 
they grow cold. 


It’s another of many examples where air deliv- 


eS 
ery will be a must and where Curtiss Commandos iu rtis ~ 


with their speed, dependability and economy can be 
counted on to carry a prominent part of the load. 


Curtiss-Wright Corporation, Airplane Division. C O m m a n d O 


* LOW BIDDER FOR TOMORROW’S AIR COMMERCE 
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“Jhrac Ci are going places!” Viney 
CCC HIGHWAY—looking ahead and 


planning—to supply your future ship- 
ping needs. 


THE CLEVELAND, COLUMBUS & CINCINNATI HIGHWAY, Ine 


215 Euclid Avenue DIVISION OF U. 8. TRUCK LINES Cleveland 14, Ohi 
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Winter's TWO-WAY ROAD TO }, ore 


To those who have experienced a winter visit in Florida’s delightful clime, this 
scene will recall the swift, smooth transition from winter to summer provided 
by the Orange Blossom Special, the Silver Meteor and other modern trains of 
Seaboard’s famed passenger fleet. It is also a reminder of the transportation 
comforts you can expect from the Seaboard in the future, when war’s demands 
have been met. e Most folk, this winter, are remaining at home and for them 
we are happy to provide “packaged” Florida sunshine— golden citrus fruit and 
fresh grown vegetables in bountiful variety—brought speedily and regularly 
by Seaboard’s crack freights—the Marketer, the Greyhound, the Red Fox, and 
others. e Whether you come to Florida or stay at 
home, the Seaboard Railway—wiéinter’s two-way 
road to summer—is always the dependable link 
between you and the delights of this magic clime. 


Fight Infantile Paralysis—January 14-31 


RAILWAY 


THROUGH THE HEART OF THE SOUTH 
THIS IS ONE OF A SERIES OF ADVERTISEMENTS FEATURING THE SIX STATES SERVED BY THE SEABOARD RAILWAY 
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Fellow Employes 
of The Milwaukee Road: | haga 
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tire stock in trade. We must | 


4 any let-down that depre- 
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ciates it. Our obligations to eac 
traveler remain constant, even under the pressure of 
total war. 


ligations we must never 


In fulfilling these ob 
the human element is 


forget that in railroading 
even more important than the mechanical element. 


Public opinion is the sum total of what each 
patron thinks of our personnel and facilities. 


Let's keep our friends and make new ones. 


Let's continue to make shipping on The Milwaukee 


Road a satisfaction and traveling on The 
In this way alone 


Milwaukee Road a pleasure. 
can we maintain our reputation for friendliness 


and efficiency. 
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Such a reputation means mu 
IN YOUR HANDS 


waukee Road's future, and it's 


and mine. 
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WAR JITTERS! Our} 
d ! Our booklet ‘War Ji ” 
ressed to our employes ony en $= alg d 
copy 


write Mr. P. R., The Mi 
Station, Chienne 6. quien Road, 361 Union 
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} You'll find these 70,000 men and women in 
machine shops, offices and railroad yards ... doing 
thousands of jobs all over Baltimore & Ohio’s far- 
flung 11,000 miles of track. ¢ In their daily work, 
they are inventing, discovering and applying new 


principles that mean greater comfort, convenience, 


speed and safety in B & O service. ¢ Through the 
combined efforts of these 70,000 workers you, as 
tomorrow’s traveler or shipper, will enjoy rail ser- 
vice at its finest, rail service that typifies the mean- 


ing of progress—“the science of continually 


making things better !’’ rl 
R. B. WHITE, President 


11,000 MILES OF TRACK SERVE THE HEART OF INDUSTRIAL AMERICA 


BALTIMORE & OHIO RATLROAD 
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Nor does Tillie, her assistant. 
Both were moved to another 
department. Why? Well, by com- 
bining records with Uarco con- 
tinuous-strip forms, ove person 
can handle the record writing 
for all departments. Results show 
a rise in efficiency... time saved 
. fewer errors. 


Combine Records with 
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UARCO Continuous-Strip Forms 


For example, with Uarco continuous-strip forms, a system—con- 
sisting of an invoice in duplicate, a sales department copy, a 
statistical copy, a bookkeeping copy, a delivery receipt in dupli- 
cate, a packing slip and shipping label—was combined into one 
writing. Hence, one person at one typing handled all the record 
writing. Saved time and expense as well as eliminating the confu- 
sion and errors caused by separate writing of the seme information. 


However, Uarco continuous-strip forms are tailor-made to 
meet individual problems. Different problems are solved by 
different Uarco records. Briefly, these record forms are perfectly 
aligned, multiple-copy forms which are scientifically designed to 
eliminate errors and needless duplication of work ... record 
forms that keep the flow of work moving smoothly, efficiently. 


It will cost you nothing to have a Uarco representative work 
with you. Telephone today . . . or write for added information. 


UNITED AUTOGRAPHIC REGISTER COMPANY 
Chicago,Cleveland,Oakland ¢« Offices in All Principal Cities 





HANDWRITTEN ¢ TYPEWRITTEN © BUSINESS MACHINE RECORDS 






BETTER BUSINESS RECORDS 











speeds the movement of men and 
materials of war, destined for the 
far-fluns fishtiné fronts of the Pacific 
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Next Round! | fiw: 


to head 


@ America’s railroads are swinging into the also ov 
next round of the battle of supply with the to railr 
determination to do an even better job in to tran: 
1945 than last year... if that is possible. 1943 a 
Much of the credit for the magnificent charges 
achievements of 1944 goes to you shippers 
and receivers. Without your cooperation in 
loading and unloading faster—without your 
efforts in improved packing, labeling and 
handling—the job could not have been done. 
The three roads whose signatures appear 
below are sincerely grateful for the vital 
part you have played in helping us get maz- 
mum use out of every piece of rolling stock 
and other equipment. This has been a major 
factor in enabling us to keep winning in this 
tough fight against time, manpower short- 
ages and war-worn equipment. 
With your continued cooperation, we enter 
the next round with the hope that it will be 
the last round. Together, let’s go all-out for 
a knockout! 


THE 
CHESAPEAKE AND OHIO 
LINES 


E 
Cleveland 1.Ohio one 


CHESAPEAKE AND OHIO RAILWAY e NICKEL PLATE ROAD operat 


PERE MARQUETTE RAILWAY | and 7 
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The Wallace Appointment 


We seldom have a word of praise or commendation 
® for President Roosevelt, but we feel that one should 
be forthcoming now for the careful and painstaking 
way in which he went about it to select a successor to 
Jesse Jones as Secretary of Commerce and head of the 
Reconstruction Finance Corporation. It would seem 
that nothing but the employment of such care could 
have resulted in the selection, from among men in public 
life and the public eye, of the one least fit, on account 
of ability, training, and ideals, for the jobs. Henry Wal- 
lace is, without question, outstanding as the worst 
possible appointment. But we do not wish to be unfair, 
even in our praise. Perhaps President Roosevelt does 
not deserve our encomium. Maybe he just cleared the 
appointment with Sydney without giving it any further 
thought. 

The selection of Mr. Wallace, formerly Vice Presi- 
dent of the United States and Secretary of Agriculture, 
to head the Department of Commerce with jurisdiction 
also over the government’s agencies that lend money 
to railroads and others, calls to mind charges relating 
to transportation Mr. Wallace, Vice President, made in 
1943 and 1944. Before specifically referring to those 
charges it is pertinent to point out that, as stated in 


the Congressional Directory, “the Secretary of Com- 
merce is charged with the work of promoting the com- 
merce of the United States and its manufacturing, 
shipping, and transportation interests.”’ 

If the President’s nomination of Mr. Wallace is 
confirmed by the Senate, the new commerce secretary, 
so far as transportation agencies are concerned, will 
enter on his duties with preconceived notions that cer- 
tainly do not fit him to “promote” shipping and trans- 
portation interests. 

In his address October 20, 1943, at Dallas, Tex., 
Mr. Wallace said that public transport “is again being 
brought under monopoly control” and that “competi- 
tion has already been effectively eliminated in the 
making of transportation rates” (see Traffic World, 
Oct. 23, 1943, p. 1011). It.was in this address that he 
made his allegations that excessive transportation 
rates burdened agriculture, industry, and trade; that 
non-competitive rates deprive agriculture and industry 
of the benefits of more efficient and cheaper forms of 
transportation; and that discriminatory rates were 
keeping the south and west in a colonial status. 

“The financial exploitation of our railroads, which 
has placed an unbearable burden on the people, is with- 





A revised system of transportation regulation based on 
modern competitive conditions, instead of patchwork amend- 
ment of the old law to make it apply to new transport 
agencies; less, instead of more, government control. 

Private ownership and operation of all transport. Take 
the government out of the ocean and inland waterway trans- 
portation business. 

Keep politics out of rate-making. 

An authoritative determination by competent and un- 
biased investigation as to whether commercial motor vehicles 
are paying their fair share of the cost of highways used by 
them in their business, and a uniform application of the 
principles thus arrived at. 

Proper payment by inland waterway transport for the 
use of the waterways as a place of doing business. 

Realization by railroads that they must do something by 
way of group operating economies to help themselves and co- 
operation by shippers in such economies. 

Coordination of rail and truck facilities and joint rates, 
where practicable and advantageous. 

An Interstate Commerce Commission composed of men, 


Every effort by transportation agencies not only to ex- 
pand their facilities to meet the present emergency demands, 
ut to make their present facilities go as far as possible. Co- 


_ Operation by shippers in these efforts by, for instance, loading 
_ and unloading cars and trucks as rapidly as possible. 
Exempt from income tax railroad revenue set aside for 
| deferred maintenance. 
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OUR PLATFORM 
(THE LONG HAUL) 


not only of good character and general ability, but with some 
special training in and knowledge of the matters with which 
they have to deal. 

Standardization of state regulations as to weights and 
dimensions of motor transport units. 

Repeal the anti-trust act as it applies to transportation 
rate-making. 

Place the function of regulating al] instrumentalities of 
transportation in one commission. 

Simplification of Commission procedure. 

Non-discriminatory and reasonable rates for shippers, 
but a rate level high enough to give the transport agencies 
the adequate revenue prescribed by sound public policy. 

Revision of railroad working rules and agreements to 
prevent pay for work not done. 

Kill the St. Lawrence waterway proposal. 

A traffic department, in charge of a capable traffic man, 
for every business concern doing any considerable amount of 
shipping, and a realization by industrial traffic men that they 
must equip themselves to give the sort of service that will 
justify employing them. 


(THE SHORT HAUL) 


Move the Commission to Chicago. 

Give the Commission power to enforce pooling of pro- 
ceeds of general rate increases, 

.Repeal the land grant rate law. 

Abolish circuitous routing of freight. 

Curtail free passenger transportation. 

Ration rail passenger travel. 
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4 CONCENTRIC LOADING— 
Fruehauf specially designed 
spring hangers are mounted di- 
rectly under the load-carrying 
frame side-rails — actually an 
integral part of the frame — 
tiveted through both web and 
side flanges. Rivet stress is re- 
duced to a minimum. (Prac- 
tically no shear!) Twisting 
stresses which shorten life, com- 
mon with ordinary offset 
mounting are eliminated. Road 
stability is gained. 








FRUEHAUF TRAILERS ; 








These typical examples of Fruehauf’s scientific 
engineering and precision manufacturing explain 
why Fruehauf Trailers continue to pay dividends 
for hundreds of thousands of miles beyond the 
service of ordinary assembled units. 


World’s Largest Builders of Truck-Trailers 
FRUEHAUF TRAILER COMPANY, DETROIT 


Service in Principal Cities 





Outside panels are electrolytically 
zinc-coated to give protection against 
rust, corrosion, and to form a perfect 
“bond” for the 3-coat enamel finish, 
baked in temperature-controlled ovens, 


“Engineered © 
ransportation” 


REG. U. S. PAT. OFE f 
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Your Fruehauf Trailer is a highly - developed, scientifically - engineered product. TH 
This, plus the fact that it is precision manufactured and not merely assembled, is that M 
why it will carry more payload longer and at lower cost. For example ... fice wi 
tation 
cial mé 
i INTEGRAL - FRAME CONSTRUC- 5 UNSTRESSED PANELS—Fruehauf ttem 
TION—Scientific unit-design has steel panels serve only as a cov- a E 
created a vehicle in which every ering. They are not part of the that tk 
body-skeleton and chassis-frame structure. Consequently, should road e 
member contributes to form a they be damaged—or even re- late Jc 
sturdy, rugged structure enclosed moved—the, vehicle is not weak- ; 
by stress-free panels. No steel ened. They are easy to repair exploit 
is wasted—every pound works. or replace . . . an important item that w 
Result — more ‘strength, more in reduced cost-of-upkeep. roads’ 
miles, more payload per dollar. 
6© UPPER FRAMING—The Frue- also m 
hauf design employs rectangular chair ' 
2 STEEL-RIBBED FLOOR—Has WOOD FLOORING alloy steel tubing for the upper h 
2'% times the strength of an - framing. This tubing has equal os 
all-oak floor of same thick- strength as a column, strut or tie. ate In 
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be une 1 
structure. Individual boards 7 EASE OF REPAIR—AIl frame- Tl 
are easily replaced. STEEL RIBS tubing is identical and new tub- : 
ing, cut to size, can readily be nation 
welded in place. Here is a tre- facts ¢ 
3 VERTICAL SUPPORTS — These mendous service advantage. to t 
2-Speed Supports are mounted We Tal 
e YY 
out —, the body side fram- “yy, B RUST PROTECTED—From axle to 
— O inboard = > Saree % roof, all metal which might come into Cu r 
— Permitting wide over- contact with the weather is thoroughly | 
ang of the load. Result—great cleaned and painted. Even the “skele- I 
stability, twisting and racking ton” receives a rust-protecting coat. 1 @% 
stresses eliminated. 
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out parallel in our American life,” said he. “It is the 
source and center of the railroads’ difficulties and of 
many of the nation’s ills. The plundering of the Erie, 
the New Haven and other eastern railroads has been 
equaled only by the looting of certain western rail- 
roads, the greatest of which was the Milwaukee. How 
these plunderers could have escaped the consequences 
of their evil acts is incomprehensible. They or their 
successors rule the railroad empire today as they did 
in the heyday of their financial manipulations. They 
are even strengthening their grip. So I say to you 
that the people’s battle has not been won, that the bat- 
tle is on, and that it will never cease until these evils 
are uprooted altogether.” 

The foregoing is a demagogic gem. It is proof 
that Mr. Wallace is not fit to occupy a government of- 
fice with duties affecting the welfare of the transpor- 
tation services of the nation. His charges as to finan- 
cial manipulation relate to a time long past and yet he 
attempts to make them a present issue by alleging 
that the successors of the manipulators “rule the rail- 
road empire today.” No less an authority than the 
late Joseph B. Eastman, who was not a defender of 
exploiters of anything, found, after extensive research, 
that what ‘‘water” there might have been in the rail- 
roads’ financial structure had been squeezed out. We 
also may as well bring Mr. Eastman to the witness 
chair with respect to Mr. Wallace’s mouthing of the 
charges about the rate bureaus made before the Sen- 
ate interstate commerce committee by Department of 
Justice witnesses. Mr. Eastman, with his knowledge 
of the facts about the rate-making processes, disagreed 
with the department’s witnesses (see Traffic World, 
June 19, 1943, p. 1474). 

The shipping and transportation interests of the 
nation cannot be promoted by a man who distorts the 

|facts as Mr. Wallace has distorted them with respect 
to transportation. 


| Curtailment of Travcel 


In a list given out by the O. D. T. of organizations 

to which permission has been denied to hold group 
meetings attended by more than fifty persons each, we 
notice two or three traffic clubs. Their appearance as 
applicants and the action taken on their applications 
would seem to call for some comment on the intelli- 
gence both of those asking the permission and of those 
acting on the requests. 

If the proposed gatherings in question called for 
out of town attendance, they should not have been 
proposed at all and, of course, the War Committee on 
Conventions was right in refusing sanction; if they did 
not (any many traffic clubs are holding their annual 
dinners as usual, except for the proviso that out of town 
attendance is banned) then the clubs were foolish for 
asking sanction and the committee was arbitrary and 
thoughtless in refusing it without ascertaining the cir- 
cumstances. For the ban on conventions, as we under- 
Stand it, is primarily for the purpose of curtailing 
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travel, and the hotels, in cooperating with the program, 
are not necessarily refusing to serve meals or furnish 
room space for dinners or meetings, but merely refusing 
to entertain conventions to which there is travel from 
out of town. No doubt, there are border line cases, 
but a traffic club dinner confined to resident members 
is not one of them. If it could be even suspected of 
being one, then the Johnson committee ought to clarify 
its instructions. 

And we come back to our old time objections to 
this kind of travel “rationing” by cooperation. We do 
not deny that it is working to a considerable degree, as 
indicated by the long list of organizations that have 
called off their conventions or to which sanction to hold 
conventions has been refused. Nevertheless, we think 
the restrictions ought to be real restrictions instead of 
leaving it to hotel keepers to cooperate by refusing ac- 
commodations to those attending gatherings not sanc- 
tioned by the committee, or to organizations themselves 
to refrain from holding conventions or to ask for per- 
mission to hold them. 

And why the limitation of “fifty persons’? Why 
should a gathering of fifty persons be permitted when 
one of sixty or a hundred is not? There is, of course, 
a difference in degree, but none in principle—and “many 
a mickle makes a muckle.” Not even one person ought 
to be permitted to travel for pleasure or on unessential 
business in these times of congestion—not even a Roose- 
velt dog, or the members of the One Thousand Club 
attending the inauguration of the President, or the 
Director of the O. D. T. making a speech to a transpor- 
tation organization in another city, the meeting of 
which would be prohibited by him if attended by more 
than fifty persons from out of town—because it was 
unessential. 

While there is a lot of “cooperation,” due, in great 
measure to desire to help and, in some cases, because 
of a mistaken impression that there are rigid “orders” 
which must not be disobeyed, there is still a great deal 
of unessential travel. Everybody knows people who 
have gone to Florida, for instance, and who will get 
home. Everybody knows people who take pleasure 
trips and unessential “business” trips whenever they ~ 
can get accommodations. Railroad men themselves do 
this. The politicians who make the laws and draw up 
the regulations and the pleas for cooperation do it. The 
way to curtail travel to the utmost is to ration it by 
strict rule. The present system leaves too much room 
for misunderstandings, evasions, and even what are 
regarded as legitimate excuses—that, for instance, for 
fifty persons or one person to travel unessentially is not 
as bad as for a hundred to do so. We are reminded of the 
famous French actress who excused her illegitimate off- 


spring on the ground that it was “such a tiny little 
thing.” 


In one paragraph in its annual report, the Na- 
tional Mediation Board says that, “by and large,” the 
no-strike pledge of the railway labor organizations, 
made when the National Railway Labor Panel was 
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created by President Roosevelt, was observed in the 
fiscal year ended June 30, 1944. In the following para- 
graph it says that, in December, 1943, a nation-wide 
strike threat occurred, the reference being to the rail- 
road brotherhoods and unions setting December 30, 
1943, for a strike—a strike that did not materialize 
because the President had the army take over the rail- 
roads. Webster’s Dictionary has the following to say 
about “by and large’: “In all respects; in every way; 
as, to consider the matter by and large.” “By and 
large,” the setting of a strike date by the leaders of the 
organized railroad employes was a violation of the no- 
strike pledge. 


Presidential Pressure 


President Roosevelt has taken sides in the dispute 

between organized railroad labor spokesmen and 
railroad management over proposals to increase the 
benefits to railroad workers under the railroad retire- 
ment and unemployment insurance acts at the expense 
of both the railroad companies and their employes. He 
has written letters to the chairmen of the interstate 
commerce committees of the Senate and House saying 
he is heartily in favor of the “objectives” of the pro- 
posed legislation and that he hopes Congress will act 
favorably on them. 

It is simply an impossibility in the present circum- 
stances for the President to know first-hand what is 
proposed in the bill that has been introduced on behalf 
of the railroad labor leaders who are urging enactment 
of such legislation, and be in a position to come to a fair 
decision. In recommending favorable action on the bill 
he is merely passing on to Congress recommendations 
of those who favor passage of it. 


The bill raises most important questions affecting 
the finances not only of the railroads but also of the 
railroad employes. It ought to be considered by Con- 
gress from the viewpoint of the welfare of the entire 
railroad transportation industry without pressure from 
any source. 


Jones, Wallace and Transport 


Former Vice President Henry A. Wallace, in testimony, 
January 25 before the Senate commerce committee on a Senate 
bill to remove the Reconstruction Finance Corporation and 
its subsidiaries from the jurisdiction of the Secretary of Com- 
merce, an office for which Mr. Wallace had been nominated 
by President Roosevelt and from which the President had 
asked the incumbent, Jesse H. Jones, to resign, outlined an 
“economic bill of rights” that he proposed to promote as Secre- 
tary of Commerce if the Senate confirmed his nomination to 
that post and did not strip it of the lending powers of the 
agencies now affiliated with that department, as proposed in 
the considered bill. 


Mr. Wallace embodied in his “economic bill of rights” pro- 
gram the declarations that there must be “continuous and 
vigorous enforcement of the antitrust laws” and that there could 
be no service expansion in air transportation if that mode of 
transport were not kept free of “the constricting hand of 
monopoly.” 

The legislation considered at the hearing was S. 375, in- 
troduced by Senator George, of Georgia, chairman of the 
Senate finance committee, after Secretary Jones had made 
public a letter he had received from the President, requesting 
his resignation from his cabinet post as Secretary of Commerce 
and notifying him of the intention to appoint Mr. Wallace 
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to that office. Senator Pepper, of Florida, in the course of 
testimony at the hearing by Senator George, suggested that 
the George bill was introduced to remove the lending powers 
from the commerce secretaryship because Mr. Wallace haq 
been nominated to that office and because it had been allege 
that Mr. Wallace lacked the business experience needed for 
proper execution of the duties of the federal loan administrator, 
Senator George said that the nomination of Mr. Wallace “might 
have been an aggravating circumstance” in influencing the 
introduction of S. 375. 

Secretary Jones, who preceded Mr. Wallace as a witness, 
said, in the course of questioning by Senator Pepper, that he 
did not think Mr. Wallace was qualified for the duties now 
borne by the Secretary of Commerce. Mr. Wallace charged 
that “penny-pinching” policies by Secretary Jones in the pur. 
chase of “critical” materials from foreign countries prior to 
the war had resulted in inadequate stockpiles of such materials 
in this country at the time of Pearl Harbor. Mr. Wallace said 
that he himself had foreseen the danger of war and had been 
instrumental in effecting a “trade” with Great Britain, before 
the war, whereby 600,000 bales of American cotton was ex. 
changed for about 90,000 long tons of rubber, out of which 
were produced about 20,000,000 tires. 

While he was testifying, Secretary Jones submitted, for the 
hearing record, various compilations of data about activities 
of the R. F. C. and its affiliated lending agencies. One of these 
compilations included the following: 


The (Reconstruction Finance) Corporation has made railroad com. 
mitments aggregating $1,503,736,360 of which $573,906,171 was not used 
because with an R. F. C. commitment the roads were able to get the 
money in the usual channels or because their plans were not carried 
out. A total of $851,090,175 was disbursed and of this $538,828,470 has 
been repaid. These amounts do not include $200,890,500 of railroad 
securities taken over from the Public Works Administration, of which 
$191,422,999 has been sold or retired. 


Mr. Wallace averred that he had had ample experience in 
administration of lending agencies, as the Commodity Credit 
Corporation, the Farm Credit Administration and the Rural 
Rehabilitation Administration were among such agencies that 
jo under his jurisdiction when he was Secretary of Agri- 
culture. 


1945 Perfect Shipping Month 


Earl J. Bryan, general traffic manager, Wisconsin Paper 
and Pulp Manufacturers’ Traffic Association, Chicago, general 
chairman of the national management committee for the 1945 
Perfect Shipping Month Campaign, has announced the appoint- 
ment of Dale Cox, director of public relations, International 
Harvester Company, Chicago, as director of publicity for the 
campaign. He has also announced the complete personnel of 
the national management committee. Vice-chairmen are: 

H. M. Frazer, general traffic manager, F. W. Woolworth 
Company, New York; T. F. McCue, traffic manager, Crane Com- 
pany, Los Angeles, Cal., and C. W. Strickland, general traffic 
manager, Proximity Manufacturing Company, Greensboro, 
N. 


Each of the thirteen regional shippers’ Advisory boards is 
represented on the committee by the chairman of its committee 
on freight loss and damage prevention, as follows: 

Allegheny, J. W. Swoger, traffic manager, Knox Glass Asso- 
ciates, Knox, Pa.; Atlantic States, Mr. Frazer; Central Western, 
H. H. Ellsworth, traffic manager, Salt Lake Hardware Com- 
pany, Salt Lake City, Utah; Great Lakes, J. Lyle Harris, traffic 
manager, National Carbon Company, Cleveland, O.; Mid-West, 
A. McGinness, traffic manager, Servel, Inc., Evansville, Ind.; 
New England, L. F. Van Kleek, traffic manager, Brown Com- 
pany, Berlin, N. H.; Northwest, E. G. McGovern, general traffic 
manager, Gamble Skogmo, Inc., Minneapolis, Minn.; Ohio Val- 
ley, R. A. Whitty, general traffic manager, Belknap Hardware 
and Manufacturing Company, Louisville, Ky.; Pacific Coast, 
Mr. McCue; Pacific Northwest, R. V. Boyle, traffic manager, 
Brown and Haley, Tacoma, Wash.; Southeast, Mr. Strickland; 
Southwest, P. D. Barziza, traffic manager, Peden Iron and Steel 
Company, Houston, Texas; Trans-Missouri-Kansas, L. F. Or, 
general traffic manager, Pet Milk Company, St. Louis, Mo. 


D. P. C. TRANSPORT CONTRACTS 

Secretary Jones, of the Department of Commerce, has 
announced that the Defense Plant Corporation, subsidiary o 
the Reconstruction Finance Corporation, has authorized execu: 
tion of a contract with Hearin Tank Lines, Baton Rouge, La. 
to provide transportation equipment for operation in Louisiana, 
at a cost of approximately $100,000. He said the facilities would 
be operated by Hearin Tank Lines and that title to the facili- 
ties would remain in the Defense Plant Corporation. 
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Decisions of Interstate Commerce Commission 
Railroad, Water, and Motor Transport 


N. E. Motor Rate Adjustment 


By a supplemental report in I. and S. M-2298, Boots, Shoes, 
and Paints in New England, the Commission, division 2, has 
clarified the conclusions reached in the prior report, 43 M. C. C. 
627 (embracing also I. and S. M-2303, Boots and Shoes from 
New England Points to New York), respecting motor common 
carrier commodity rates on boots and shoes, and related articles, 
from New Engiand to Boston, Mass. (see Traffic World, August 
5, 1944, p. 301). 

Said the division: 


In our prior report, 43 M. C. C. 627, in the title proceeding we 
found, among other things, that the any-quantity commodity rates 
proposed by the respondents on boots and shoes, and related articles, 
from points in New England to Boston, Mass., would be just and rea- 
sonable if their application was confined to less than truckloads and 
that a somewhat lower basis of rates would be appropriate where there 
is a sustained truckload movement. 

Recently the Commission had before it a petition of the respond- 
ents in both proceedings for reconsideration. The petition was denied, 
put as a result of a consideration of the petition, it was determined 
that the conclusions reached in the prior report respecting the bases 
of rates to Boston should be clarified, and the proceeding is reopened 
for this purpose. 

The proposed any-quantity commodity rates on these articles to 
Boston are, depending on the length of the haul, the same as, or lower 
than, the truckload class rates. Thus, where no truckload commodity 


s rates are established, the truckload class rates would in many in- 
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stances exceed the approved less-than-truckload rates. No such result 
was intended. 

From points in New England to Boston where there is a sustained 
truckload movement, the proposed commodity rates should be estab- 
lished on less than truckloads and somewhat lower rates on truck- 
loads. Where there is no sustained truckload movement and the re- 
spondents’ class rates on truckloads exceed the proposed commodity 
rates, the proposed rates should be maintained as any-quantity rates. 


Brick Rate to Fort Crook. Neb. 


Commissioner Johnson temporarily left his duties as di- 
rector of the Office of Defense Transportation to cast the de- 
ciding vote in a report by the entire Commission on reconsider- 
ation in No. 28961, Mason City Brick & Tile Co. vs. the Mil- 
waukee et al., and the decision of the majority was affirmation 
of the finding in the prior report, 258 I. C. C. 312, that a rate 
of 14 cents a hundred pounds on common brick, in carloads, 
from Mason City, Ia., to Fort Crook, Neb., had not been shown 
to have been or to be unreasonable or otherwise unlawful, 
despite the contemporaneous maintenance by the defendants of 
a rate of 11 cents on common brick from Mason City to 
Omaha (including South Omaha), Neb., on a haul only seven 
miles shorter over the short-line distance than the haul to Fort 
Crook. The complaint was dismissed. 


Commissioner Aitchison wrote a dissenting view in which 
he was joined by Commissioners Porter and Splawn, and 
Commissioner Alldredge, was joined by Commissioner Mahaffie 
ina “dissent in part.” The report showed that the proceeding 
had been reopened on petition of the complainant and on “fur- 
ther consideration of the record,” and that oral argument had 
been heard. The shipments in question, the Commission said, 
were forwarded from Mason City to Fort Crook between July 1 
and September 18, 1941, and the rate assailed was a commodity 
rate of 14 cents. 


The majority noted that the complainant excepted to the 
Statement in the prior report that “Fort Crook is not in the 
same rate group with Omaha and South Omaha,” and added: 


At the time the complainant’s shipments originated, commodity 
tates in different amounts applied on common brick from Mason City 
to Omaha and South Omaha and from Mason City to Fort Crook. Thus, 
it is not incorrect to say that Fort Crook at that time was not in the 


same rate group with Omaha and South Omaha. This same condition 
exists now. ... 


_ The 11-cent rate sought by the complainant, the Commis- 
Sion said, was compelled by truck competition. It added that 
‘it is well settled that a rate reduced by competition is not the 
com standard by which to measure a reasonable maximum 
asis.”’ 

“South Omaha and Omaha,” it continued, “are alleged to 
have been and to be unduly preferred . . . because the de- 





pressed rate of 11 cents was not established to Fort Crook. ... 
A mere disparity of rates does not necessarily result in undue 
prejudice. . . . Before we may award reparation . . . it must 
be shown that the prejudice has operated to the complainant’s 
injury, and that it has been damaged thereby and the amount 
thereof. All this must be established by evidence and proof 
of such evidentiary value as would warrant a judgment in a 
court of law. The complainant’s evidence fails in this respect.” 

Commissioner Aitchison dissented from the finding that the 
rate of 14 cents to Fort Crook was not unreasonable. He said 
that it was “somewhat of a strain on credulity to accept the 
fact of motor competition to Omaha (including South Omaha) 
and to assume it is non-existent at the nearby suburban point, 
Fort Crook.” Besides, he added, by the route involving the 
Burlington by way of Plattsmouth, Fort Crook was an inter- 
mediate point. He said that the action by division 2 in I. and 
S. No. 5256, Brick, Iowa to Omaha, Neb., decided July 27, 1944, 
finding not shown to be reasonable a proposed increase in the 
rail rate to Omaha from 11 cents to 14 cents, lent complete 
support to “a finding herein that the rate to Fort Crook is 
unreasonable to the extent it exceed 11 cents.” 

Commissioner Alldredge said that the finding that the as- 
sailed rate was not unreasonable in the past was supported 
by the principle established in Arizona Grocery Co. vs. Atchison, 
Topeka & Santa Fe, 284 U. S. 370, but that for the future it 
should be found unreasonable and unduly prejudicial to the 
extent it exceeded the rate to Omaha. He said that a rate parity 
between Fort Crook and Omaha had been required in Mason 
City Brick & Tile Co. vs. Director General, 107 I. C. C. 702, 
and added, after referring to the decision in I. and S. No. 5256, 
that “if a rate of 14 cents is not a reasonable rate to Omaha, 


it is established that it is also not a reasonable rate to Fort 
Crook.” 


Newtex Water Authority 


By a report in W-896, Newtex Steamship Corporation Com- 
mon Carrier Application, Commissioner Miller dissenting, the _ 
Commission, division 4, has approved the operation by the ap- 
plicant New York, N. Y., corporation as a common carrier, by 
self-propelled vessels, between the port of New York and the 
—_ of Brownsville and Houston, Tex. The division said fur- 

er: 

“Applicant has no vessels available to perform the service. 
It intends to secure vessels as soon as conditions permit. We 
will therefore withhold issuance of a certificate at this time. 
The issuance thereof will be withheld pending applicant’s 
readiness to begin operations on or before December 31, 1945. 
Provided that applicant within 30 days preceding the date of 
the commencement of operations shows to the Commission that 
it is ready to begin the operations described.” 

Commissioner Miller said that, in his opinion, the applicant 
had failed to make the requisite showing under section 309 (c), 
of the interstate commerce act, that it was fit, willing, and able 
properly to perform the proposed service and that such service 
was or would be required by the present or future public con- 
venience and necessity. Its application, he continued, should be 
denied without prejudice to the filing of a new application when 
conditions permitted the resumption of coastwise operations, in 
line with the unanimous decision in Lykes-Coastwise Line, Inc., 
Applications, 260 I. C. C. 201. 

The division said the applicant corporation had “put into 
motion” plans for the acquisition of marine and port facilities 
but that it could not consummate such operations until it had 
some assurance of obtaining operating rights. Newtex, it said, 
had been incorporated in 1943 for the purpose of resuming 
water-carrier operations formerly conducted by a corporation 
of the same name, which discontinued service because of the 
sale of its vessels to British interests when there was a serious 
emergency in shipping conditions because of the war. Said the 
division further: 


While such interruption would have caused applicant to lose any 
rights it may have had under the ‘‘grandfather’’ provisions of the act 
if its predecessor had seasonably filed application thereunder, no preju- 
dicial inference can be drawn therefrom respecting applicant’s right to 
operate in the future. 


Pointing out that the port of Houston represented an in- 
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vestment of more than 30 million dollars, the division said it 
had facilities for 32 vessels and was equipped with refrigeration 
facilities that were installed at the direct request of the pres- 
ident of Newtex. Continuing, it said: 


Prior to the present emergency about 2 million tons of dry cargo 
moved through this port each year, and approximately 40 per cent of 
such cargo moved in coastwise service to or from North Atlantic ports. 
The potential tonnage of the port of Houston for the future is greater 
than that handled in the past because of the location of new industries 
and increased population. Port authorities and commercial interests all 
stress their need for at least as much service as was provided prior to 
the present emergency. ... Prior to the present emergency Houston 
also was served by Newtex Steamship Corporation (applicant’s prede- 
cessor), Mooremack Gulf Lines, Inc., Southern Pacific Steamship Lines, 
and Lykes Coastwise Line, Inc. None of these opposes granting of the 
application. . . . On this record there appears to be no doubt that a 
resumption of the service formerly conducted by applicant’s predecessor 
will be needed by the general public. 


Roek Island Transit Purchases 


Under authority granted by the Commission, division 4, in 
a report in MC F-2374, The Chicago, Rock Island & Pacific 
Railway Co. Trustees—Control; The Rock Island Motor Transit 
Co.—Purchase—Rolland H. Kinney, and a proceeding joined 
therewith, the Rock Island Transit Co., of Chicago, motor car- 
rier subsidiary of the Rock Island railroad, may purchase 
operating rights of two motor carriers of general commodities 
between Wichita and Hutchinson, Kan., and between Wichita 
and Herington, Kan., and two trucks, subject to three condi- 
tions restricting the service that the Rock Island Transit Co. 
might perform after consummation of the purchases. 

Covered by the report, in addition to the title case, was 
the application in MC F-2394, The Chicago, Rock Island & 
Pacific Railway Co. Trustees—Control; The Rock Island Motor 
Transit Co.—Purchase—W. A. and M. K. Remmers. 


The Commission authorized the purchase by the Rock 
Island Transit Co. of operating rights of Rolland H. Kinney, 
dba Mohawk Freight Lines, of Kansas City, Mo., between 
Topeka and McPherson, Kan., and between Hutchinson and 
Wichita, Kan., and of two trucks and operating rights of W. A. 
and M. K. Remmers, partners dba Remmers Truck Line, of 
Marion, Kan., between Herington and Wichita, Kan., subject 
to the following conditions: 


(1) The service to be performed by (Rock Island) Transit 
shall be limited to that which is auxiliary to, or supplemental 
of, service of The Chicago, Rock Island & Pacific Railway Co. 
(Joseph B. Fleming and Aaron Colnon, trustees); (2) author- 
ity to serve all points not stations on the rail line of said 
railway shall be eliminated; (3) the authority herein granted 
shall be subject to such further specific conditions as we, in 
the future, may find it necessary to impose in order to restrict 
applicant’s operations to service which is auxiliary to, or supple- 
mental of, rail service. 

Commissioner Miller, dissenting in part, said the first 
condition should provide that all shipments by Rock Island 
Transit must move at rail rates and on rail bills of lading, 
“in order to clarify the finding,” and that the third condition 
added nothing to the Commission’s authority under the act and 
was “undesirable as an indication that we may hereafter de- 
‘ prive applicant of certain properties which we now authorize 
it to purchase.” 

“Whatever conditions are necessary or desirable in the 
public interest to limit the operating authority,” he said, “should 
be imposed now, and with clarity, in order that the carriers 
may know the circumstances under which they may consum- 
mate the transaction, without fear of having the rights which 
they acquire later taken from them. The confusion surrounding 
the problem here involved is not lessened by the majority report. 
Carriers, shippers and the public are entitled to a report which 
is free of uncertainty.” 


The Commission denied a part of the application in MC 
F-2374 requesting authority to acquire a route of Mohawk 
Freight Lines between McPherson and Newton, Kan. It said 
that that proposal had not been justified. 

“The primary purpose of the proposed acquisitions,” it 
said, “is to secure routes connecting with Transit’s present 
operations at Salina (Kan.) in order to move freight in all- 
truck service under a combination of rights pursuant to author- 
ity granted in MC F-2069, Rock Island Motor Transit Co.— 
Purchase—Corpier, 39 M. C. C. 561, in Rock Island Motor 
Transit Co.—Purchase—Frickle, 39 M. C. C. 20, and those to 
be acquired from Kinney and the partnership, between Omaha 
and Kansas City, Topeka, Wichita and other points, through 
Belleville and Salina. The service would be ‘coordinated’ with 
the railway’s service, Transit’s general manager explaining that 
he understood ‘coordinated service’ to mean substitution of 
Transit’s service for that of the railway on 1. c. 1. freight as 
provided in the railway’s tariffs... .” 
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Bekins Forwarder Authority 


Although, under part IV of the act, direct or indirect 
ownership of stock in a freight forwarder by a director, officer, 
employe or agent of a common carrier subject to parts I, II or 
III of the act was prohibited, there was no prohibition in part 
IV against issuance of a permit to a freight forwarder because 
of such carrier ‘relationships of its stockholders, the Commis. 
sion, division 4, observed as, in a report in FF 85, Bekins House. 
hold Shipping Co. Application, it granted a permit to the Bekins 
Household Shipping Co., of Los Angeles, Calif., authorizing 
operation as a freight forwarder of used household goods and 
used automobiles from points in California to all points in the 
United States. The permit was made effective on and after 
March 23. 

The Commission said the application had been filed by 
“Bekins Van & Storage Co. and/or Bekins Household Shipping 
Co.,” and that all of the stock of the latter company was owned 
by Bekins Van & Storage Co., “a common carrier.” The Com- 
mission pointed out that section 410 of the act prohibited 
issuance of a freight forwarder permit to a common carrier 
subject to part I, II or III. 

“Under the provisions of section 411(g) a common carrier 
may control a freight forwarder, and the fact that Bekins Van 
& Storage Co. owns all of the stock of Bekins Household Ship. 
ping Co. does not affect the right of the latter to a permit,” said 
the Commission. “Section 411(c) makes it unlawful for a di- 
rector, officer, employe, or agent of.a common carrier subject 
to part I, II or III of the act in his or their own personal 
pecuniary interest to own, directly or indirectly, stock in a 
freight forwarder. This section, however, does not prohibit the 
issuance of a permit to a freight forwarder because an officer, 
director, employe or agent of a common carrier has a direct or 
indirect financial interest in the freight forwarder. The pro- 
visions of section 411(d) authorize the Commission, upon com- 
plaint, or upon its own intiative without complaint, but after 
notice and hearing, to investigate and determine whether any 
person is violating the provisions of section 411(c), and if the 
Commission finds after such investigation that such person is 
violating any of such provisions, it shall by order require such 
person to take such action as may be necessary to prevent con- 
tinuance of such violation. It is therefore unnecessary in this 
proceeding to determine whether any officers of the common 
carrier are in violation of the provisions of section 411(c).” 

The Commission said the applicant’s principal consolida- 
tion points were Los Angeles, San Francisco and Oakland, 
Calif., and that at these and nine other California points it 
leased office and warehouse space from Bekins Van & Storage 
Co., for assembling and forwarding household goods and used 
automobiles. It said that in the first six months of 1943 appli- 
cant’s gross operating revenue was $151,969.38 and its expenses 
were $137,934.01, “representing a net profit for that period of 
$14,035.37.” 


Truck Rate Restrictions in West 


In a report in I. and S. M-2359, Restrictions in Rates— | 


Western and Central States, the Commission, division 3, has 
found just and reasonable (1) proposed motor common carrier 
class rates and minimum class rate restrictions of Yellow 
Transit Co. for application between points in western trunk- 
line territory, (2) proposed cancelation of minimum class-rate 
restrictions applying on empty containers and on traffic orig- 
inating at Duluth, Minn., and Superior, Wis., by Glendenning 
Motorways, Inc., and (3) proposed changed minimum class-rate 
restrictions of Glendenning between certain Illinois and Minne- 
sota points resulting in reduced rates, but has found not shown 
to be just and reasonable proposed increased minimum class- 
rate restrictions of Glendenning intended for application be- 
tween points in western trunk-line territory. 

The Commission ordered cancelation of the suspended 
schedules to the extent they had been found unlawful in the 
report, on or before March 1. It said the schedules had been 
filed to become effective January 14, 1944, and later, by motor 
common carriers parties to certain tariffs of the Middlewest 
Motor Freight Bureau and that they proposed (1) to establish 
new one-factor local and joint class rates between points in 
western trunk-line territory for application in connection with 
Yellow Transit Co., and (2) to establish new and changed min- 
imum rate restrictions in connection with existing class-rates 
between points in western trunk-line territory for application 
over local and through routes of Glendenning-Motorways, Inc. 
The schedules had been suspended on protest of the Price Ad- 
ministrator until August 14, 1944, and their effective date had 
been postponed indefinitely by the respondents, it said. It ob- 
served that the schedules proposed for Transit and Glendenning 
were contained in separate tariffs of the bureau and presented 
somewhat different factual situations. 

Yellow Transit, it said, proposed to establish new loca! and 
joint one-factor class-rates, in lieu of present combination rates, 
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between points in Colorado, Kansas, Minnesota, Missouri, Ne- 
praska, North Dakota, South Dakota and Wyoming; to partici- 


= te in class-rates published by the Middlewest bureau on all 
7 eastbound and northbound traffic, and on all 1. t. 1. shipments, 


rt fp but to restrict its participation in the rates on certain west- 
~ pound and southbound traffic by subjecting those rates, subject 
‘i to stated minima of more than 10,000 pounds, to class 45 on 


“9 single-line traffic, class 50 on joint line traffic via Yellow 
rs Transit and one other carrier, and class 55 on joint-line traffic 
rn via Yellow Transit and two other carriers. 

and “The principal purpose of the proposed schedules,” said the 


the § Commission, “is to realign Transit’s through rates on a gen- 
fter § erally lower level which for the most part is maintained by 

other motor common carriers operating in the same territory. 
by 9... Such proposed rates generally amount to reductions in this 


ding respondent’s present combination rates, and on this record, 
meq @ would appear to be just and reasonable. This conclusion does 
om- § not constitute unqualified approval of minimum class-rate re- 
ited @ strictions. . . . The maintenance of such restrictions . . . for 
rier § application over 2- and 3-line routes ordinarily should not be 
permitted in the absence of a showing that higher revenues are 
‘rier necessary over the multiple-line routes than over single-line 
Van §.routes. No such showing has been made in this proceeding. 
hip- § Despite these impediments to approval of the minimum class- 
said § rate restrictions proposed by Transit, we are impressed by the 
1 di- § uncontroverted testimony that the joint rates ... would reflect 
ject B reductions over the single- and 2-line routes, and only slight 
onal # increases over the 3-line routes, thereby possibly stimulating 
in a — the movement of traffic over the joint-line routes. . .. If it 
- the B should develop that . . . unreasonable increases in rates pre- 
ficer, § dominate over reductions as a result of these restrictions be- 
ct or B coming effective, this finding will not preclude us, in another 
pro- § proceeding, from reaching different conclusions.” 
com- Glendenning, the Commission said, at present applied col- 
after B umn 45 as a minimum between certain points, column 50 be- 
any § tween other points, and maintained no restriction at all between 
f the § still other points. That carrier, it said, now proposed to estab- 
on IS Blish column 50 as a general minimum rate restriction, subject 
= to a number of exceptions. 
this “On the whole,” it added, “the proposal is designed to effect 
nmon fj the continuance of the present minimum rates between many 
” points, their reduction or elimination between a few points or 
jlida- §" specified commodities, and the establishment of new or in- 
land, § creased minimum rates between other points, also to clarify the 
rts it @ indefinite wording of current provisions and to correct certain 
orage pC!Tors or discrepancies in the present agency tariff.” 
used The Commission said one proposed provision would have 
appli- the effect of removing the application of minimum class-rates 
ay on empty containers, resulting in cancelation of Glendenning’s 
od 0 


present minimum rate restrictions on this commodity between 
certain points and in no change between other points. It said 
it did not appear that the application of the normal class-rate 
‘ level on this commodity—column 27.5—would be unlawful. As 

to a proposal of Glendenning to reduce to column 45 the pres- 
ent column 50 rate restriction between Mississippi River points 
in Illinois and points in northwestern Minnesota, so as to make 
the restriction uniform with that effective between other Illinois 
points and the same Minnesota points, the Commission said it 
did not appear the proposed reduction in minimum rates would 
s-rate |}b¢ unreasonable. After noting, among other things, that Glen- 
* orig- denning sought. to justify changes in other minimum rate re- 
snning | strictions_ by comparing the proposed restrictions with others 
s-rate |}20W in effect, the Commission said: 


ates— 
3, has 
arrier 
Tellow 
trunk- 












Mlinne- Glendenning’s contention that the proposed increased minimum 
shown Grates would not affect existing traffic, because the traffic is not gen- 
class- ferally moving over such routes, has little merit so long as such routes 
yn be- Bremain open. . . . The fact that the proposed changed minimum class- 


rate restrictions are related to the present restrictions maintained by 
the respondent between other points does not establish the reasonable- 


ended Fess of either the present or proposed restrictions. 


in the 
1 been 
motor 


lewest hd Md 

tSblish Commission Reports 

ints in (An asterisk before the docket numoer means that the report 

n with will not be printed in full in the permanent series of Commission 

d min- § *€Ports. Mimeographed copies of such reports in full may be ob- 

s-rates § ‘#ied by prompt application to the Commission.) 

ication 

. ee Dump Truck Parts 

ce Ad- No. 29137, Gar Wood Industries, Inc., vs. Alton & Southern 

ite had Ft al. By the Commission. Report written by Commissioner 
It ob- llldredge. Rate of $1.87 a hundred pounds charged or sought 

lenning f° be collected on carload shipments of metal parts for auto- 

asented oe dump trucks moved within statutory period prior to 
aa tober 6, 1942, from Detroit, Mich., to San Francisco and 

cal a 


0s Angeles, Calif., found to have been inapplicable. Applicable 
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rate found to have been $1.76. Reparation, with interest, 
awarded. The issue was one of tariff interpretation. 


Polished Granite 


No. 29059, E. N. Holmes, dba Tulsa Monument Co. vs. Bur- 
lington railroad et al. The Commission, by Commissioner Splawn. 
Found assailed rates charged on polished granite, in carloads, 
from Cold Springs, Minn., to Tulsa, Okla., inapplicable; that 
applicable rate was the Wea combination of 62.5 cents before, 
and 66 cents on and after March 17, 1942; and that complainant 
was damaged and entitled to reparation of $55.82, with interest. 
The report said the complainant had alleged that the assailed 
rates were charged on three carloads of polished granite shipped 
December 6, 1941, March 10, 1942, and April 4, 1942, from Cold 
Springs to Tulsa. It recited that by an exception to the western 
classification, polished stone, including granite, was rated 30 
per cent of first class, minimum 36,000 pounds, and that the 
joint 30 per cent rate from Cold Springs to Tulsa, formerly 70 
cents, became 74 cents on March 17, 1942, effective date of the 
general increase authorized by the Commission on March 2 of 
that year. The report, continuing, said: 


Prior to March 17, 1942, defendants maintained a commodity rate 
of 26.5 cents, minimum 50,000 pounds, on polished granite from St. 
Cloud, Minn., and from Cold Springs under an origin intermediate point 
rule, to Windsor, Mo., which rate complainant contends was applicable 
to Wea, Kan., under a destination intermediate point rule in the govern- 
ing tariff. At the same time the 30 per cent rate from Wea to Tulsa 
was 36 cents. Complainant seeks reparation on the first two ship- 
ments based on the aggregate of these rates, 62.5 cents, and on 
the third shipment based on that combination as increased, 66 cents. 


Commission Motor Reports 


(An asterisk defore the docket aumber means that the report 
will not be printed in full in the permanent series of motor carrier 
ceports of the Commission. Mimeographed copies of such reports in 
full may be obtained by prompt application to ‘the Commission.) 


*MC 104001, Sub. No. 3, Bice Truck Lines, Laurel, Mont. 
Certificate granted. Refined petroleum products, in bulk, in 
tank trucks, (1) from Lovell and Zube, Wyo., to points in 
North Dakota on and west of U. S. Highway 83, over irregular 
routes; (2) from Lovell and Zube to points in Wyoming over 
irregular routes through Montana. The Commission said that, 
on its own motion, it would consider issuance of temporary 
authority to the applicant with respect to operation as a com- 
mon carrier of refined petroleum products (1) from Laurel, 
Wyo., to points in a specified part of North Dakota and (2) 
from Greybull, Wyo., to all points in Montana, over irregular 
routes. 

*MC 22492, Sub. 3, Bowser Truck Line, Inc., Indianapolis, 
Ind., extension. Certificate denied. General commodities, with 
exceptions, over 10 specified regular routes in Indiana, and 
mechanical rubber goods and materials and supplies used by 
the manufacturers thereof, and household effects and furniture, 
with exceptions, between all points in Indiana, over irregular 
routes. ; 

*MC 37763, Sub. 3, C. R. Le Blanc, Detroit, Mich., exten- 
sion. On reconsideration, findings in prior report, 22 M. C. C. 
817, modified. Amended certificate granted, with conditions. 
New automobiles and new trucks, restricted to initial move- 
ments in truckaway service from points in Warren township, 
Macomb county, Mich., to points in Iowa, traversing Indiana 
and Illinois for operating convenience only. The report said 
the application for extension of operations was prompted by 
the fact that a large manufacturer moved its truck plant from 
Detroit to a point in Warren township. just outside of Detroit. 
The amended certificate granted operation from Warren town- 
ship in transporting the same commodities, in the same man- 
ner, to the same destinations, and subject to the same terms, 
conditions, and limitations as specified in the certificate issued 
November 30, 1940 in MC 37763. 

*MC 65665, Sub. 2, Weathers Bros. Transfer Co., Inc., 
Atlanta, Ga., extension. Certificate granted. Commissioner Pat- 
terson dissenting. Household goods (a) between points in Tenn., 
on the one hand, and, on the other, points in 13 states, and (b) 
between points in Tex., on the one hand, and on the other, points 
in seven southern states. 

*MC 69671, Sub. 1, Hans Jenkins, New York, N. Y., exten- 
sion. Certificate granted. Household goods between New York, 
on the one hand, and, on the other, points in Florida and Iowa, 
traversing Delaware for operating convenience only. 

*MC 104800, Nicholas Fruit & Transfer Co., Baxter, Ky., 
common carrier. Certificate granted and dual operations au- 
thorized, Commissioner Patterson dissenting. Household goods 
between Harlan, Ky., and points within five miles thereof, on the 
one hand, and, on the other, points in Ind., O., W. Va., Va., 
Tenn., N. C., and the Michigan southern peninsula. The report 
said the applicant had been authorized to act as a contract 
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carrier of meats, packing nouse products and other articles. 
Continuing, the report said: “The two operations, one as a con- 
tract carrier, and the other as a common carrier of household 
goods, would not be competitive one with the other, because 
totally different commodities would be transported under each 
class of authority.” 

*MC 104943, Arnold E. Alcorn, Slaton, Tex., common car- 
rier. Certificate granted. Household goods between Slaton, 
Tex., on the one hand, and, on the other, points in New Mexico 
and Oklahoma. 


Railroad Abandonments 


Rail Employe Protection 


Petitions for reopening and reconsideration of railway aban- 
donment proceedings with respect to the Commission retaining 
jurisdiction over the interests of affected employes have been 
filed with the Commission in Finance No. 13928, In the Matter 
of Chicago, Rock Island & Pacific Railroad Co. Trustees’ Aban- 
donment, by the Order of Railway Conductors and the Railway 
Labor Executives’ Association, and in Finance No. 14006, In the 
Matter of Pere Marquette Railroad Co. Abandonment, by the 
Brotherhood of Maintenance of Way Employes and the Railway 
Labor Executives’ Association. According to the petitioners, 
the authority of the Commission to consider the question of 
whether conditions should be imposed for protection of em- 
ployes who might be adversely affected by the abandonments, 
would expire February 12, in the Rock Island proceeding, and 
March 20, in the Pere Marquette matter, unless the Commission 
took further action. The petitioners asked that the Commission 
either impose the same conditions as were imposed in Finance 
No. 14426, Chicago, Burlington & Quincy Railroad Co., Aban- 
donment, for protection of adversely affected employes, or ex- 
tend the time in which it would retain jurisdiction for such 
purpose for an additional two-year period (see Traffic World, 
January 6, p. 9). 

Contending that the fixing of terms and conditions for the 
protection of labor in abandonment cases appeared to be of such 
importance that the Commission might not want to reach a 
final conclusion with respect thereto in “this single minor pro- 
ceeding,” the Pere Marquette has asked the Commission to deny 
the petitions of the Railway Labor Executives’ Association for 
leave to intervene and for a reopening and reconsideration in 
Finance No. 13937, In the Matter of Pere Marquette Railway 
Co., Abandonment (see Traffic World, January 6, p. 9). 

Saying that the question of employe protection more prop- 
erly should be dealt with in a general investigation in which 
all interested railroads and labor representatives might have an 
opportunity to be heard, the Pere Marquette urged that the 
Commission consider a general inquiry to determine: (1) 
whether general conditions can or should be prescribed in aban- 
donment cases; (2) if so, what should be their substance; and 
(3) if not, what procedure should be adopted. 

The Railway Labor Executives Association had called the 
Commission’s attention to the fact that its present jurisdiction 
in Finance No. 13937 would expire March 6, and asked that 
the Commission either impose employe protection conditions 
similar to those advanced in Finance No. 14426, a Burlington 
abandonment matter, or reopen the proceeding and extend for 
an additional two-year period the time in which it would retain 
jurisdiction. 

C. A. & S. 


In Finance No. 14358, In the Matter of the Application of 
Chicago, Attica & Southern Railroad, et al., for a Certificate of 
Public Convenience and Necessity Authorizing the Abandonment 
of the Line from Morocco to Veedersburg, Ind., the applicants 
have filed with the Commission a supplemental statement to 
their application for reopening, rehearing, and reconsideration. 
Subject to Commission approval, the applicants said they had 
entered into a contract with the Wabash, dated January 13, by 
the terms of which, in the event the Commission granted author- 
ity to abandon the aforementioned line, the Wabash would pro- 
vide switching service to and from its own main line and the 
plant tracks of the Harrison Steel Castings Co., on all carload 
freight consigned to and from Harrison’s plant at Attica, Ind. 
They said the contract was so conditioned that the Wabash’s 
obligation to perform such services would become effective im- 
mediately on the C. A. & S’s discontinuance of service in the 
event of abandonment so that there would be no interruption 
of service to and from Harrison’s plant at Attica. 


Texas & New Orleans 


On the finding, among others, that losses incurred by the 
carrier in operation of the segment here proposed to be aban- 
doned were substantial, the Commission, division 4, in a report 
in Finance No. 14702, Texas & New Orleans Railroad Co. Aban- 


TRAFFIC WORLD 


donment, has granted authority to the Texas & New Orleans 
to abandon a part of a branch line extending from Leonville 
northerly to Port Barre, about 6.14 miles, in St. Landry parish, 
La. The authorization was made subject to the same conditions, 
with respect to the protection of employes, as those set forth 
in the Commission’s report in Finance No. 14426, Chicago, 
Burlington & Quincy Railroad Co. Abandonment, decided last 
November (see Traffic World, Nov. 11, p. 1222, and Dec. 2 
. 1426). 
“It would seem,” the Commission said, “that the Missourj 
Pacific has ample facilities to take care of the rail transporta. 
tion needs of the cotton gin and other industries in Port Barre 
in the event of the proposed abandonment. As to Frisbie, the 
intermediate station on the segment, the evidence indicates that 
the business handled by the applicant to and from that station 
is negligible. It is clear that neither the present nor prospective 
volume of traffic on the segment is sufficient to warrant its 
retention and that continued operation would impose an undue 
and unnecessary burden upon the applicant and upon inter. 
state commerce.” 
Wisconsin Central 


By an order in Finance No. 14418, Wisconsin Central Rail- 
road Co. Receiver Abandonment, the Commission, division 4, 
has granted the petition of the trustees in reorganization of the 
Wisconsin Central (E. A. Whitman and Edgar F. Zelle) that 
they be substituted as applicants in this proceeding in lieu of 
the railroad company and E. A. Whitman as its receiver (see 
Traffic World, Jan. 20). 


Milwaukee 


By an order in Finance No. 14001, Chicago, Milwaukee, 
St. Paul & Pacific Railroad Co. Trustees Abandonment, the 
Commission, division 4, on consideration of the record and of a 
joint petition of the Brotherhood of Locomotive Engineers and 
the Brotherhood of Railroad Trainmen (see Traffic World, 
Jan. 6, p. 9), and of the railroad’s answer thereto, has reopened 
the proceeding for further hearing at Wausau, Wis., at a time 
hereafter to be designated, ‘“‘on the question whether terms and 
conditions should be imposed for the protection of employes of 
the applicants who have been adversely affected by the aban- 
donment therein permitted.” 

The Commission, division 4, by an order in Finance No. 
14082, Chicago, Milwaukee, St. Paul & Pacific Railroad Co. 
Trustees Abandonment, also has reopened that proceeding for 
further hearing “at a time and place hereafter to be desig- 
nated,” for consideration of the question whether terms and 
conditions should be imposed for the protection of employes of 
the railroad who may have been adversely affected by the 
abandonment permitted in that proceeding. The Commission, 
in the same order, granted a petition of the Railway Labor 
Executives’ Association for leave to intervene in the proceeding 
for the purpose of filing a petition for reopening and recon- 
sideration of the question of conditions for protection of em- 
ployes (see Traffic World, Jan. 6, p. 9). 


C.& N. W. 
In an amended and supplemental application in Finance 


No. 13907, Chicago & North Western Railway Co., Trustee 
Abandonment, the debtor railroad has again asked the Com-| 


mission for permission to abandon a branch line 37.692 miles 
long in Benton, Tama, Poweskiek, and Keokuk counties, Ia., 
the Commission previously having denied the permission, but 
without prejudice to the applicant’s right to renew its applica- 
tion “at such time as in its opinion the circumstances indicated 
by this record shall have materially changed. .. .” (See Traffic 
World, April 3, 1943, p. 787). In the amended and supplemental 
application the applicant said the branch line was no longer 
economically useful nor otherwise required in connection with 
operating its lines of railroad; that present and prospective 
traffic was such that continued operation could not reasonabl) 
be expected to be profitable; that operating results on this line 
in the period subsequent to closing of the original record hat 
been even more unfavorable than previously, and that the ap- 
plicant considered it its duty to again bring the matter to the 
Commission’s attention pursuant to leave granted in the Com 
mission’s report of March 27, 1943. 


Michigan Central 
The Michigan Central and the New York Central have filed 


a reply with the Commission in Finance No. 14003, Michigat 
Central Railroad Co. et al. Abandonment, one of a group of 
abandonment proceedings in which the Railway Labor Execu- 
tives’ Association asked for leave to intervene with respect t0 
retention by the Commission of jurisdiction over the interests 
of affected employes (see Traffic World, Jan. 6, p. 9). The rail 
roads said that the association had not alleged facts showing 


that it has such an interest as to permit intervention. The 
said, also, that there was no evidence to support the allegatio 
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ish, that any employe or employes of the applicants represented by 
Ons, H the petitioner were or had been employed on the portion of the 
orth line of railroad abandoned pursuant to a report and certificate 
ag0, B of division 4 of the Commission, or that any such employes 

* i were or had been adversely affected. 
oui } Ratings on Propellers 
arre By a report and order in No. 29052, Henry L. Stimson, as 

the § Secretary of War, vs. Akron, Canton and Youngstown Railway 
that § Co., et al., the Commission, division 3, has found ratings on 
ition § airplane propellers and propeller blades, in carloads and less 
ctive # than carloads, between points in the United States, not to have 

t its f been unreasonable in the past, but has found carload ratings 
ndue # unreasonable for the future, and prescribed reasonable ratings. 
nter- The defendants were required to establish by May 4 rat- 

ings not exceeding rule 26 in Official Classification and fourth 
class in Southern and Western classifications on airplane propel- 

Rail. @ ler blades, propellers with two blades set up, and propellers 
yn 4 with more than two blades, knocked down, in boxes or crates, 
f the or braced and racked in car, in carloads, subject to 24,000 

that pound minimum and ryle 34. On propellers with more than two 

U of blades, set up in boxes or crates, or braced and racked in car, 
"(see in carloads, the order required a rating in all classifications 

not exceeding second class, subject to 12,500 pound minimum 
and rule 34. 

ukee, BELL-WESTERN VALUATION 
1 > Bell-Western Corporation, owned jointly by Standard Oil 
5. and Co. (Ohio) and Bell Oil & Gas Co., and operating a crude-oil 
Jorld transportation pipe line extending 34.688 miles from the center 

A of the Fargo pool in Wilbarger county, Tex., to Grandfield, 

pened # Okla., and 8.268 miles of gathering lines, was found to haxe a 

ee final valuation for rate-making purposes of $154,000, as of De- 

» an’ Bi cember 31, 1941, based on the company’s property owned and 
yes Of Fuced for common carrier purposes, according to a report and 
aban: § order of the Commission, division 2, in Valuation No. 1275, Bell- 

Western Corporation. 

e No. 

d Co. 

* in| Vegetable Rates, Texas to W. T. L. 
s and The Burlington Shippers’ Association, Inc., of Burlington, 
yes offfla, has submitted to the Commission a petition for an investi- 
yy the gation by the Commission, on its own motion, as to the reason- 
ission,fableness and lawfulness of the rates presently maintained on 
Labor § vegetables, fresh or green (other than cold packed) from Texas 
eeding§ producing points, on the one hand, to destinations in Western 
recon-§ Trunk Line and Illinois Freight Association territories, on the 
yf em-Bother hand. 

The association also-requested that, “due to the rates being 
so closely related and interwoven, and should it be found 
advisable,” the Commission review all rates from all points 

inance|jof production to all points of destination and that it prescribe 
‘rustee|ja basis of rates designed to meet ‘“‘present-day needs.” 

Com-' A letter from F. L. Partridge, secretary and traffic man- 
- miles|jager of the Burlington Shippers’ Association, to traffic officers 
2s, la.,jof the Illinois Freight Association, the Southwestern Freight 
mn, but!}Bureau and Western Trunk Line Committee, notifying them 





pplica- 
dicated! 
Traffic 
mental 
longer 
n with 
pective 
sonabl} 
his line 
rd hac 
the ap- 
to the 
e Com- 


of the filing of the petition, included the following comment: 


It is our purpose, should the Commission fail to recognize the 
chaotic condition of these rates, to immediately proceed with a formal 
complaint, as after three and one-half years of litigation we must have 
some relief and not so much idle conversation, 




























The petition referred to the development of transportation 
of fresh or green vegetables by truck from Texas producing 
points to destinations in southwestern, Western Trunk Line and 
Illinois Freight Association territories “in the late nineteen 
thirties” and to efforts of the railroads in that period to regain 
a part of the vegetables traffic that they, “by reason of com- 
plicated rate structures, high freight rates and icing charges,” 
had lost to the trucks. It said that, after several conferences 
between rail carriers and industry, the Southwestern Freight 
Bureau issued its proposal No. 20766, involving rates to Mis- 
Sourl, Mississippi River crossings, and points west and south 
thereof. Continuing, the association said, in part: 
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Execu- The formula of rates was applied at Mississippi River crossings, 
spect to Quincy, Ill., as the farthest distant point north, thence points south, 
Pp ts at the Missouri River crossings, Sioux City, Ia., and thence points 
nteres*@south thereof. This formula was not extended to distributing points 
‘he rail- beyond this barrier, thus causing chaos and seriously affecting our 
showinggbbers’ business 

1, The The rates resulting from the 20766 formula were effective December 
Jegation , 1940. This adjustment went to create rate barriers, in the territory 
“5 efined, resulting in an adjustment that has continually caused seri- 
Cur dissatisfaction, chaos, confusion, discrimination, undue prejudice 
and in violation of the interstate commerce act. 
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In July, 1941, litigation was instituted, our objective being to 
extend the 20766 formula into Iowa and Illinois, which would correct 
the discrimination and undue prejudice. Many conferences were had 
with carriers and public hearings before railroad rate committees, all 
of which has resulted in the subject becoming so involved that it is 
now necessary to appeal this situation to the Interstate Commerce 
Commission. ... 

Our application to extend the 20766 formula has been opposed by 
shipping interests in Arizona, California and Texas, also by jobbers 
located within the scope of the 20766 formula. After three and one-half 
years of rate litigation we must force the issue in the proper manner 
to correct the evil which has grown from the 20766 germ... . 

Mixed carloads of vegetables, due to the rates in Iowa and Illinois 
being based upon a percentage of the first class rate, and perhaps 12 
different rate groups, cause a jobber to spend hours to determine the 
correct transportation charges. ... 





Truck Class-Rate-Stop Proposal 


Tariffs published by Central States Motor Freight Bureau, 
Inc., Agent, to become effective January 26, proposing minimum 
class rate stops, are the subject of a suspension petition filed 
with the Commission by the Price Administrator on his own 
behalf and on behalf of the Economic Stabilization Director. 
The tariffs sought to be suspended are designated in the pro- 
test as items 1210-A, Note 2; 1470-A, 1790-B and 3490-B of 
supplement 7 to the Central States Motor Freight Bureau’s 
MF-I. C. C. No. 130. 

Under Note 2 of item 1210-A, says the Price Administrator 
it is provided that shipments from or to Lancaster, O., moving 
jointly via Bates Motor Transport Lines, Inc., and the Penn- 
sylvania Truck Lines, Inc., will be treated as a single line-haul 
“only on shipments interchanged with another carrier at Chi- 
cago, Ill.” The Price Administrator says the result of that 
provision will be the application, to joint line movements, of 
class rates stops of 40 per cent of first class on less-truck-load 
shipments and fifth class on truckload shipments on a two-line 
movement, third class on a three-line movement, and first 
class on a movement over four or more lines, under the rates 
subject to C. S. M. F. B. MF-I. C. C. 112 and 117, and, under 
all other rates, fourth class on’ less-truckloads and fifth class 
on truckloads on a two-line movement, and first class on a 
movement over three or more lines. 

“In its notice to protestant,” the Price Administrator said, 
“the carrier states that the change is proposed to avoid pro- 
tection of sixth class rates considered non-compensatory. .. . 
There is no explanation for . . . discrimination between ship- 
ments interchanged at different points. .. .” 

The Price Administrator said that in item 1470-A class rate 
stops for joint two-line shipments via Consolidated Forwarding 
Co., Inc., had been increased from fifth to fourth class, 1. t. 1. 
and truckload, when subject to C. S. M. F. B. MF-I. C. C. Nos. 
36 and 112 and received from connecting carrier at Chicago, 
and that the respondent justified the change by saying that 
the division of the through rates was not sufficiently remunera- 
tive. The Price Administrator -commented that the carrier 
did not give any reason for retaining fifth class rate stops for 
interchange under other tariffs or at points other than Chicago, 
and that the class rate stop here proposed increased the through 
rate as well as the division. 


CORRECTION 


Transposition of type in the January 20 issue of the Traffic 
World resulted in faulty reading of the items under “Train 
Operation Order” in the decisions of the Commission, pp. 145- 
146, and “Grain, Grain Products” in the proposed reports, pp. 
151-152. The 39 lines at the top of the left-hand column, p. 152, 
ending with “the operation of trains,” etc., should be read fol- 
lowing the last line at the bottom of the second column, p. 145. 


FINANCE APPLICATIONS 

Finance No. 2692, Ringsby Truck Lines, Inc., Denver, Colo., and 
Effie May Russell, dba Russell Freightways, Casper, Wyo., ask authority 
to consolidate or merge. 

Finance No. 2733, Leonard, Mary, and Anthony Tornetta, dba 
Tornetta’s Motor Trucks, Conshohocken, Pa., ask authority to purchase 
certain operating rights of Roy Rittenhouse, Norristown, Pa. 

Finance No. 14825, Lehigh & New England Railroad Co., asks 
authority to issue $1,156,000 promissory notes on account of indebted- 
ness heretofore incurred under ‘‘agreements of conditional sale and 
bailment lease’’ for steel hopper and bulk cement cars. 

MC F-2734, Fay V. Watson, Ray E. Watson, Thomas W. Watson, 
and Watson Bros. Transportation Co., Inc., Omaha, Neb., ask author- 
ity to purchase certain operating rights of Holdcroft Transportation Co. 
(Illinois), Sioux City, Ia. 

MC F-2735, David C. Hall, dba D. C. Hall Motor Transportation Co., 
Fort Worth, Tex., asks authority to purchase certain operating rights 
of Leyd Bond, dba Bond Motor Lines, Inc., Jackson, Miss. 

MC F-2736, Paul L. Butler, Toledo, O., Lloyd Lawson, Dearborn, 
Mich., and Anthony J. D’Anna, Dearborn, Mich., ask authority to 
acquire control of Butler Transport Co., Inc., Toledo, O. The appli- 
cants said Butler Transport Co., Inc., was a new corporation being 
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organized by applicants to perform truckaway operations for Willys 
Overland Motors, Inc. 

MC F-2737, Yellow Transit Co., Oklahoma City, Okla., asks author- 
ity to issue as a stock dividend, 10,000 shares of five per cent cumula- 
tive preferred stock, $100 par value, and, to the extent Commission 
authority is required by law, to reduce 5,000 shares of $100 par value 
common stock to 50,000 shares of $1.00 par value common stock, dis- 
tributing a stock dividend to record holders of all the issued and out- 
standing common stock. 

Finance No. 14726 (second amendment of and supplement to appli- 
cation), Wabash Railroad Co., asks authority to issue and sell $47,000,000 
principal amount of first mortgage bonds, series B, dated February 1, 
1945. Applicant referred to its application verified October 3, 1944, 
and to its first amendment of and supplement to the application, verified 
October 7, 1944, wherein it requested authority to issue and sell 
$47,000,000 principal amount of its first mortgage bonds, series B (see 
Traffic World, October 14, 1944, p. 960). The applicant recited that its 
plan to issue and sell $47,000,000 principal amount of first mortgage 
bonds, series B, dated November 1, 1944, ‘‘was not carried out for the 
reason that the only bid received for the purchase thereof was rejected 
...and applicant now proposes to issue and sell $47,000,000 principal 
amount of first mortgage bonds, series B, dated February 1, 1945... .’’ 

Finance No. 14828, New York Central Railroad Co., asks authority 
to issue not to exceed $212,160, aggregate principal amount, of promis- 
sory notes, series B, in connection with proposed acquisition of three 
Diesel switching locomotives, pursuant to a proposed conditional sale 
agreement to be dated February 1, between the Baldwin Locomotive 
Works and the applicant. 

Finance No. 14802 (supplement to application), In the Matter of 
the Applicatton of R. S. Fox in Connection with His Purchase of the 
Physical Assets of Port Townsend Southern Railroad Co. The applicant 
said it was his position that the transaction involved was not subject 
to the provisions of section 5(2) of the interstate commerce act, but 
that he, at the suggestion of the Commission’s Bureau of Finance, was 
filing additional information contemplated by section d-1 and d-2 of the 
order of October 14, 1940. He said the line of railroad involved extended 
from Port Townsend, Wash., for about 12 miles to a connection with 
the Milwaukee’s line, and that the only financial consideration involved 
was the payment of the agreed sale price of $115,000, of which $15,006 
had already been paid. He said an operating agreement between the 
Milwaukee and the P. T. S. for operations over the former’s line would 
be assigned by the P. T. S. to the applicant as of December 31, 1944, 
and that the Milwaukee and the applicant would operate in the same 
manner as the Milwaukee and the P. T. S. had operated under the 
agreement. 

MC F-2738, Clayton L. Palmer, dba Palmer Lines, Great Barrington, 
Vt., asks authority to purchase, and temporarily to operate, certain 
rights and property of Rensselaer D. Filkins, Dalton, Mass. 


COMMISSION ORDERS 


1. & S. 5315, Routing soda ash from Baton Rouge, La. Order of 
December 14, 1944, modified to become effective March 23, on not less 
than one day’s notice, instead of January 22. 

I. & C. M-2372, Boots, moccasins, shoes, and rubbers between Massa- 
chusetts points. Order of August 31, 1944, further modified so as to 
become effective March 15. 

No. 28921, American Potash & Chemical Corp. vs. Aberdeen & Rock- 
fish et al. Order of August 26, 1944, further modified to become effective 
April 5, on not less than 30 days’ notice, instead of March 5. 

MC 28263, Fred McMaken, common carrier application. Reopened 
for reconsideration solely to determine whether applicant is entitled to 
authority: (1) to transport salt in bulk, (2) to service Lincoln and 
Beatrice, Neb., as intermediate points on regular routes granted. 

MC 102020, Sub. 2, G. W. Sparrow, extension, Macomb. Reopened 
for further hearing solely with respect to question of applicant’s fitness, 
willingness, and ability to conduct proposed service. 

1. & S. M-2298, Boots, shoes, paints, in New England, and I. & S. 
M-2303, Boots and shoes, New England points to New York. Order of 
July 27, 1944, requiring respondents to cancel suspended schedules, to 
extent found unlawful, further modified so as to become effective 
February 21. 

MC-C 370, B. & T. Metals Co. vs. Transamerican Freight Lines, Inc. 
Request of complainant that it be permitted to withdraw complaint, 
denied. 


MOTOR FINANCE CASES 


Supplemental action by division 4, January 23, 1945, in MC F-2702, 
embracing MC F-2704, both entitled Capital Transit Co.—Issuance of 
Securities. Findings in prior report and order, decided December 13, 
1944, modified to approve and authorize issuance by Capital Transit 
Co. of $12,500,000 of first and refunding mortgage Bonds, series A, 
4 per cent, due December 1, 1964, on terms and conditions set forth 
in supplemental application filed January 5, 1945, including sale price of 
said bonds by applicant of 98.5 per cent of the principal amount, plus 
interest accrued from December 1, 1944. Supplemental application of 
Capital Transit Co. for authority to execute agreements with holders 
of certain of its promissory notes, in respect of the indebtedness repre- 
sented thereby, dismissed. 

MC-F-2052, W. A. Johnson—Lease—Johnson Transport Co., Ine. 
Application for authority under section 210a(b) of W. A. Johnson, doing 
business as Johnson Motor Lines, of Fort Worth, Tex., for temporary 
operation of motor-carrier rights and properties of Johnson Trans- 
port Co., Inc., of Waco, Tex., granted with conditions. 

MC-F-2471, A. C. Allyn & Co., Ine. et al—Control; Lone Star 
Coaches, Inc.—Control; Bowen Motor Coaches—Purchase—L. H. Wheel- 
er. Purchase by Bowen Motor Coaches, of Fort Worth, Tex., of the 
operating rights of L. H. Wheeler, doing business as Stanford Bus 
Line, also of Fort Worth, and acquisition of control of said operating 
rights by Lone Star Coaches, Inc., A. C. Allyn & Co., Inc., Equitable 
Securities Corp., Paul M. Davis, M. E. Moore, C. Russell Brown, R. A. 
Lile, R. E. Steuber, Einer Neilson, Parkes Armistead, and Franklin 
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Garment Company, through: said purchase, approved and authorizeg 
subject to condition. ; 


UNCONTESTED FINANCE CASES 

Report and order in F, D. No. 14803, Chicago & North Westen 
Railway Company Notes, granting authority to issue at par not e. 
ceeding $3,261,443.49 of promissory notes in further evidence of the 
unpaid purchase price of certain equipment to be acquired under cop. 
ditional-sale agreements. Action on that part of the application re 
questing authority to issue not exceeding $238,556.51 of additional 
promissory notes, deferred. Approved. 

Report and certificate in F. D. No. 14789, Chesapeake & Ohio Rail. 
way Co. Operation, authorizing the Chesapeake & Ohio Railway Co, ty 
extend its line of railroad by use of car floats across Hampton Roags 
between Newport News and Norfolk, in Warwick and Norfolk Counties 
Va. Approved. 

Supplemental Report and order in F. D. No. 9220, Atlantic Coast 
Line Railroad Company Bonds, granting authority to issue not ex. 
ceeding $388,000 of first consolidated mortgage 50 year 4 per cent goly 
bonds and $112,000 of general unified mortgage 50 year series A 4% 
per cent gold bonds, to be pledged, in substitution for $500,000 of 
Atlantic Coast Line Railroad Company of South Carolina general first 
mortgage 4 per cent bonds, as security for the performance by the 
applicant of the terms of a lease of the properties of the Georgia 
Railroad. Approved. 

Report and order in F. D. No. 14718, Cleveland Union Stock Yards 
Co. Lease, authorizing lease by the New York Central Railroad Co. of 
property of the Cleveland Union Stock Yards Co. used for loading ang 
unloading live stock. Approved. 

Report and order in F. D. No. 14795, Pennsylvania Railroad Co, 
Bonds, granting authority to issue not exceeding $60,000,000 of general 
mortgage bonds, series F, $58,890,000 thereof to be sold at 100.609 and 
accrued interest and the proceeds, with other funds, used to redeem a 
like principal amount of 40 year, 4% per cent gold debenture bonds: 
the remaining $1,110,000 of series-F bonds to be substituted for a like 
principal amount of 40 year, 4% per cent gold debenture bonds held in 
various funds and in applicant’s treasury which are also to be re 
deemed; provided, that none of the general mortgage bonds, series F, 
issued in substitution for the $301,000 of 40 year, 4% per cent debenture 
bonds now in the applicant’s treasury, shall be sold, pledged, re 
pledged, or otherwise disposed of by the applicant without further 
order of this Commission. Approved. 


PETITIONS FOR REHEARING, ETC. 

1. & S. M-2489, Cancellation of joint rates, Georgia Highway Express, 

Respondents ask that suspension order be vacated as of February 1i. 

FF 25, Atlantic & Gulf Forwarding Co., freight forwarder applica 
tion. Applicant asks for rehearing and further consideration. 

1. & S. M-2372, Boots, moccasins, shoes and rubbers between Mas:s- 
achusetts points. Respondent, Stone’s Express, Inc., asks for recon- 
sideration and vacation of order of August 31, 1944, or in alternative 
for further hearing. 

No. 28960, Diamond Fertilizer Co., et al. vs. Aberdeen & Rockfish 
et al. Complainants ask for reopening and reconsideration of matter of 
reparation only. 

W-377, River Terminals Corp., application. Applicant asks for re- 
opening and reconsideration of order of division 4 of November 13, 
1944, denying petition for leave to file petition for modification of its 
certificate so as to authorize general towage. 

W-507, Tidewater Transportation Co., common carrier application. 
Protestant, Portland Tug & Barge Co., asks Commission to order 
page 14 of applicant’s and intervener’s reply brief stricken from its 
files. 

MC C-440, In the matter of terminal to terminal transportation 
charges of Liberty Motor Freight Lines, Inc., LeCrone-Benedict Ways, 
Inc., and Akers Motor Lines, Inc.—Acme Fast Freight, Inc., National 
Carloading Corp., and Universal Carloading & Distributing Co., Inc. 
Aforementioned respondents ask Commission to vacate order of investi- 
gation of November 13, 1944, or in alternative to assign proceeding for 
hearing, and strike proposed report. 

MC-F 2683, A. L. Buch, Raymond Buch, and Sondell Coleman, dba 
The Buch Express, lease, Calvert & Rogers, Inc. The Buch Express 
asks for authority temporarily to operate motor carrier properties of 
Calvert & Rogers, Inc. 

W-26, Clifton Towing Co., contract carrier application. Protestant, 
Arrow Transportation Co., asks for reopening, oral hearing, and/o 
reconsideration. 


MOTOR TEMPORARY AUTHORITIES 


Temporary operating authorities of many motor carriers 
have been extended to December 31, unless otherwise ordered, 
under the amendments of the interstate commerce act included 
in the second war powers act, the Commission announced. All 
of these carriers had possessed temporary authority valid until 
December 31, 1944, granted under the second war powers atl 
prior to its extension, on December 21, 1944, until December 31, 
1945 (see Traffic World, December 30, 1944, p. 1686). Following 
the President’s signing of the act extending the aforementioned 
act, the Commission issued a blanket special permission 
M-45616, No. 23256 authorizing the filing, on one day’s notice, 
of supplements to tariffs or schedules covering temporary serv 
ice by motor carriers then authorized, extending the tariffs 
or schedules to December 31, 1945. At that time Director W. Y. 
Blanning, of the Commission’s Bureau of Motor Carriers, sent 


a copy of the blanket special permission to motor carriers) 


operating under temporary authority and told them that, if 
they desired to continue such operations, they should comply 
promptly with the rate-filing and insurance requirements of the 
interstate commerce act. 
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Rau} Motor Class Rate Stops in Fla. 
Roads Examiner Richard Yardley, in a proposed report in I. and S. 
inties, § \-2452, Increased Joint Class Rates—St. Johns River Line, has 
recommended that the Commission find not shown to be just 
oo and reasonable a proposal by the St. Johns River Line Co. to 
t goa establish minimum class rate stops from points in the south 
A 44 to points in Florida, on the ground that, although the primary 
00 of § purpose of the proposed increased minimum rate stops was 
1 first} to offset operating costs incurred in the transportation of all 
rd os traffic, those higher costs would be offset, by the schedules 
core B under suspension, by increases on only a part of the respond- 
Yards @ ent’s traffic. 
Co. of The examiner recommended cancellation of the schedules, 
ig ani § filed to become effective August 8, 1944, and suspended on protest 
of the Price Administrator until March 8, and discontinuance 
= of the proceeding. He said the respondent (a motor com- 
09 ani@ mon carrier of general commodities and also a water carrier 
ieem a operating a towage service between Jacksonville, Fla., and 
bonds; @ certain eastern seaboard points) proposed minimum class rate 
a like™ stops of fourth class, column 55, to points in Florida served 
ry by it direct, and third class, column 70, to all other Florida 
bes points, and that the proposed restriction would not apply on 
sentur @ Northbound shipments. He observed that all traffic handled 
ed, re by the respondent under rates affected by the proposal orig- 
further § inated at points beyond Georgia and involved two or more 
carriers. Truck operations of the St. Johns River Line, he said, 
were between Jacksonville and Tampa, Fla., through designated 
intermediate points; that it interchanged traffic with five motor 
xpress. § carriers at Jacksonville, and that three of these ad rate stops 
ary 15.§ similar to those proposed by the respondent. 
applice- The examiner dealt with the financial problems of the 
1 Mass @ 'eSspondent and with its need for additional revenue, saying that 
- recor-@ the restrictions here proposed had been decided on “as a last 
ornative™ resort.’”’ In further discussion, the examiner said: 
2ockfish In general the classifications established under section 216(b) in 
atter off southern territory by the motor common carriers, including the re- 
spondent, place most commodities in first, second and third class in 
for re-™ less-than-truckloads, and fourth, fifth and six class in truckloads. 
iber 13, Where the third-class rates, which are generally 70 per cent of 
n of its™ first class, are employed as a stop, truckload traffic is transported at 
class rates ordinarily intended to apply on less-than-truckload ship- 
lication. Ments. This deprives truckloads, which usually cost less per 100 pounds 
o order™ to transport than less-than-truckloads, of the lower rates to which they 
from its§ are justly entitled. 

Minimum class rates are widely employed by motor common car- 
yortation§ Tiers as a device to adapt rail class rates and classifications to motor 
‘t Ways, carrier operations. During the present emergency, their use may be 
National§ cOuntenanced to insure that all traffic transported by motor common 
Xo., Inc.§ carriers will return the cost of transportation plus some profit. ... 
> investi-§ The primary purpose of the proposed increased minimum rates tops is 
‘ding for to obtain additional revenues to offset increased operating costs. These 

Increased operating costs are incurred in the transportation of all 
nan, dbag traffic, yet respondent proposes to offset the increased costs so far as 
Expressg Practicable by increased rates on a portion of its traffic. . Re- 
erties off SPondent’s connections would derive a greater benefit from the pro- 

posed increases than respondent. Its increased revenues would not 
-otestant,#? Materially assist in meeting its increased costs. 
, and/o 







Motor Certificate Compliance 


carriers In a proposed report in MC C-410, Needham’s Motor 
ordered§ Service, Inc. vs. Albert W. Casperaites, dba Casper’s South 
included§ Jersey Express, Examiner C. I. Kephart has proposed that the 
ced, AllfCommission should find that the defendant, an Atlantic City, 
lid until N. J., motor carrier of general commodities, wilfully had failed 





wers act ‘© Comply with the terms of his certificate by the initiation in 
mber 31, May, 1942, and the continuance of his transportation of com- 
ollowing Modities excepted therefrom between Philadelphia, Pa., and 
entioned 


Atlantic City and other New Jersey points specified therein, 
except to the extent granted by temporary authority on July 
19, 1944. The examiner further proposed that the Commission 
should find the defendant’s violations unauthorized and unlaw- 
ful and that a cease and desist order should be entered. 
or W.Y The examiner said it was difficult to find any justification 
are. a for the defendant’s initiation of the transportation of refriger- 
7 arriers ated products under temperature control in May, 1942, in vio- 
that if lation of specific terms of his certificate and especially of his 
, jy) CONtinuance of these violations in “utter disregard of the nega- 


4 — tive decisions of the Commission” in his applications in Albert 
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Proposed Reports in I. C. C. Cases 


Railroad, Water, and Motor Transport 








W. Casperaites Extension—Dairy Products, 42 M. C. C. 811, 
and in MC 13036, Sub. 2. Continuing, the examiner said: 


In the earlier case the essential question -was not that of the use of 
temperature control in the movement, as the application was in the 
alternative, but that of whether a public need for additional service for 
the specified commodities existed. In the second case, however, the 
movement of refrigerated commodities, including fresh meats, under 
temperature control was directly considered and denied. If he was in 
doubt originally as to the meaning of the term ‘‘temperature control’’ 
in his certificate, no such doubt should have remained after the decisions 


of March 1, 1943 (42 M. C. C. 811), and January 27, 1944 (MC 13036, 
SUE BPs 4 « s 


According to the examiner, a discussion of the “precise 
issues involved” occurred on the record. He said the defend- 
ant’s counsel had objected to the complainant’s evidence aimed 
to show what commodities required temperature control of spe- 
cial equipment, asserting that the issue, aside from alleged 
preference or prejudice shown shippers by the defendant, was 
that as to whether the defendant actually used temperature- 


controlled or special equipment. 


“However,” he continued, “a review of the purpose and 
phraseology of the pertinent exception in defendant’s certifi- 
— demonstrates that this restricted position is not well 
taken.” 

Citing Classification of Motor Carriers of Property, 2 M. 
C. C. 703, the examiner recited that as early as August 2, 1937, 
the Commission decided under section 204(c) of the motor car- 
rier act, 1935, that, as the transportation of various classes of 
commodities required either different types of equipment or 
different methods of handling, usually justifying somewhat 
different modes of regulation, it was necessary in the orderly 
processes of regulation that a broad classification of motor 
carriers should be prescribed, for use primarily in the issuance 
of certificates, permits, and licenses to facilitate the identifica- 
tion and description of the operations to be covered thereby. 
Continuing, the examiner said. 


In reaching its conclusions in that report, the Commission had the 
benefit of the fullest cooperation of the industry as a whole and all 
suggestions received were given due consideration. Different classes of 
common carriers thus established include those that transport general 
freight, household goods, heavy machinery, liquid petroleum products 
(in tank vehicles), refrigerated liquid products (in tank vehicles), and 
refrigerated solid products, the last of which embraces commodities of 
a perishable nature, such as fresh fish, meats and meat products, fruits 
and vegetables, dairy products, etc., requiring the use of equipment 
fitted for temperature control on route. 


According to the cited proceeding, the examiner said, the 
operations of the carrier of refrigerated solid products were 
the same as those of the carrier of ordinary general commodi- 
ties except as to refrigeration requirements, so that many car- 
riers had been authorized to conduct both types of operation. 
He averred that in accordance with the aforementioned prin- 
ciples and under the terms of section 208(a) of the interstate 
commerce act, the certificate issued the defendant specified 
the transportation of “general commodities . . . dairy products, 
poultry, household goods . . ., commodities requiring tempera- 
ture control of special equipment... .” Thus, he said, the de- 
fendant was authorized to transport general freight that did not 
necessitate any special temperature maintenance on the way 
but not commodities that required some form of temperature 


control during two-thirds of the year to prevent spoilage on 
route. 


Separate Rights Question 


Dismissal of the complaint in MC C-393, Garrett Freight- 
lines, Inc., vs. Northern Transportation Co., has been recom- 
mended by joint board No. 30, composed of Donald Hacking, of 
Utah, and Charles V. Williams, of Nevada. They also proposed 
that the Commission find that operations of the scope described 
in the proceeding were authorized by certificates now in force 
with respect to the defendant, Northern Transportation Co., of 
Los Angeles, Calif., and that the service now being provided 
did not conflict with the terms of such certificates when con- 
strued in the light of the provisions of the interstate commerce 
act and the Commission’s regulations. 

By a complaint filed August 18, 1943, said the board mem- 
bers, Garrett Freightline, Inc., of Pocatello, Ida., alleged that 
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Northern had, since about April, 1943, held itself out to be 
authorized and empowered to engage in and had maintained a 
regular-route scheduled service by motor vehicle between Los 
Angeles and Salt Lake City, Utah, contrary to the Commission’s 
findings and in violation of section 206(a) of the act. They 
said Garrett sought an order commanding ‘Northern to cease 
and desist from the alleged violations and to cancel any and 
all rates and charges published for the described service, and 
such other and further orders as might be proper. 

The board said determination of the issues seemed to re- 
quire a statement concerning the question of whether sep- 
arately granted operating rights, covering service at points 
common to each right, might be joined so that operations might 
be conducted between all points embraced by the two or more 
rights. They said that Garrett, in attacking Northern’s right to 
conduct the described through operations, relied largely on 
Northern Transp. Co. Extension—Blair Junction—Carrara, 41 
M. C. C. 729, in which issuance of a certificate to the applicant 
was approved as to service from Tonopah to Salt Lake City. 

Citing also Jack Cole Co., Inc., Common Carrier Applica- 
tion, 41 M. C. C. 657, Portland Van & Storage Co., Inc., Exten- 
sion—California, 34 M. C. C. 420, and Fraps, Commodities be- 
tween Ark. and Central Territory, 32 M. C. C. 747 (755), the 
board members said: 


It is clear from the foregoing cases that defendant may join its 
operating rights over specified routes with those over irregular routes 
provided it preserves the irregular-route nature of the rights between 
Blair Junction and Tonopah. The Northern case, supra, in effect holds 
that operation over irregular routes implies a nonscheduled service, 
but does not provide a definition of such service or contain reference 
to such definition. The general subject of scheduled service, however, 
has been mentioned in several cases in connection with regular and 
irregular-route operations. 


From the language used in the Northern case, the board 
members said, it was apparent that issuance of a certificate was 
approved by the Commission with the view that the defendant 
thereby would not be authorized to operate a service highly 
competitive with the service then authorized to be maintained 
by numerous common carriers over regular routes between 
Salt Lake City and Los Angeles. They recited that shortly after 
institution of through service by the defendant, the complainant 
filed petition for modification and amendment of the certificate 
issued in the Northern case, such petition, having been denied, 
and that the defendant, citing Smith Bros.—Revocation of Cer- 
tificate, 33 M. C. C. 465, now asserted that its certificate might 
not be amended or modified except as provided in section 212(a) 
of the act. 

Under all the circumstances, the board members concluded, 
it would appear that the complainant’s remedy would be to 
again seek reopening of the Northern case with a view to can- 
cellation of the outstanding certificate and the issuance of a 
reformed certificate correcting any error that might have re- 
sulted from the omission of limitations or conditions restricting 
the defendant’s operation to the service intended to be author- 
ized. 


Soy Beans to West Coast 


Examiner C. E. Stiles, in a proposed report on further 
hearing in No. 28922, California Cotton Oil Corporation et al., 
vs. Alton Railroad et al., embracing also No. 28150, Albers 
Milling Co. vs. Alton et al., has recommended findings by the 
Commission concerning applicable rates on soybeans, in car- 
loads, from midwestern transcontinental groups to California, 
and on meal milled there and shipped to California and Oregon 
destinations; and on the failure and refusal of certain defend- 
ants to allow transit at California points. 

In No. 28922, the examiner said, the complaint alleged 
that the failure and refusal of defendants to accord transit on 
soybeans shipped from the Midwest to Los Angeles, where it 
was crushed, and the resulting meal shipped to points in Cali- 
fornia north of Mojave and San Luis Obispo and to points in 
Oregon, resulted in assessment of unlawful rates and charges. 
He said the complaint in No. 29150 was similar except that the 
transit point involved was Oakland and the destination Los 
Angeles. In addition, he said, the latter complaint assailed the 
failure and refusal of the defendants to accord transit on the 
soybean meal content of animal and poultry feed shipped to 
California points south of Mojave and San Luis Obispo from 
Oakland, which meal was obtained from soybeans shipped from 
the Midwest and crushed at Oakland. On all of the shipments 
involved in both complaints, said the examiner, the inbound 
billing covering the beans to the transit point was registered 
with the carriers for transit. 

The examiner said the complainant’s shipments moved from 
points in Iowa, Missouri, Kansas, and Nebraska in groups E, 
F, and G, and that from group E the rate on a minimum of 
40,000 pounds of soybeans, meal and cake was 90 cents, on 
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50,000 pounds it was 74 cents, and on soybeans only, minimum 
80,000 pounds, the rate was 72 cents. From Groups F aid G, 
he continued, the rate on 40,000 pounds was 83 cents, and on 
50,000 pounds, 68 cents. 


With respect to traffic originating in the midwest. the 
ae said, the record clearly established the following 
acts: 


1. Defendant Santa Fe grants transit on soybeans and soybear 
on its line in midwestern and southwestern states and in Arizon: 
defendant Southern Pacific grants transit on these commodities 
line in Louisiana, Texas, and Arizona, at the transcontinental rates 
when the ultimate destination is a point in California, but they deny 
transit on soybeans at Los Angeles and other points in California south 
of Mojave and San Luis Obispo at the transcontinental rates when the 
ultimate destination is a California point north of those two points. 

2. Defendant Southern Pacific grants transit on soybeans and soy- 
bean meal on its line at Ogden at the transcontinental rates when the 
ultimate destination is a point in California or Oregon, but denies transit 
on soybeans at Oakland and other points in California north of Mojave 
and San Luis Obispo at the transcontinental rates when the ultimate 
destination is a California point south of those two points. 

3. Defendants Santa Fe and Southern Pacific grant transit on soy- 
bean meal on their lines in California at the transcontinental rates when 
the ultimate destination is a point in California, but deny transit on 
soybeans at Los Angeles and other points in California south of Mojave 
and San Luis Obispo at the transcontinental rates when the ultimate 
destination is a California point north of those two points, and deny 
transit on soybeans at Oakland and other points in California north of 
Mojave and San Luis Obispo at the transcontinental rates when the ulti- 
mate destination is a California point south of those two points. 

4. Defendant Santa Fe grants transit on grain and grain products 
on its line in midwestern and southwestern states, Arizona, and Cali- 
fornia, and defendant Southern Pacific grants transit on these com- 
modities on its line in Louisiana, Texas, Arizona, and California, at the 
transcontinental rates when the ultimate destination is a point in Cali- 
fornia. - 

5. Soybeans, soybean meal, grain, and grain products from the 
midwest, moving to California destinations north of Mojave or San Luis 
Obispo, when moving over the Southern Pacific route through Arizona, 
pass through Los Angeles; and the Santa Fe tariffs provide that Los 
Angeles will be considered intermediate on these commodities from the 
midwest moving over its line through Arizona to California. 

6. Soybean meal, a product of soybeans, is consumed as animal 
and poultry feed, both by itself and as an ingredient in mixed animal 
and poultry feed, and as such comes into direct and active competition 
with grain and grain products. 

7. In the sale in California of soybean meal produced in California 
from soybeans from the midwest, direct and active competition is en- 
countered with soybean meal produced in midwestern and southwestern 
states, Arizona, and Utah, from soybeans from the midwest. 

8. In the sale in California of soybean meal produced in California 
from soybeans from the midwest, direct and active competition is en- 
countered with grain and grain products from the midwest, some of 
which is transited en route to ultimate destination. 


1 Meal 
, and 
on its 


Examiner’s Recommendations 


Examiner Stiles recommended that the Commission should 
find: 


That the failure and refusal of defendants Santa Fe, Southern Pa- 
cific, and Union Pacific to allow transit at Los Angeles, Los Angeles 
Harbor, and Long Beach, on soybeans from the midwest, when the 
product outbound from the transit point is soybean meal or cake and 
the ultimate destination is a California point north of Mojave or San 
Luis Obispo, upon the same rate basis as that upon which they allow 
transit at those transit points on soybeans from the same origins when 
the ultimate destination is a California point south of Mojave or San 
Luis Obispo and west of Barstow on the Santa Fe and Banning on the 
Southern Pacific, was, is, and for the future will be an unreasonable 
practice; and that such failure and refusal to allow transit upon the 
basis stated was, is, and for the future will be unduly prejudicial to 
complainants in No. 28922 and certain interveners in that complaint, 
and to their traffic, and unduly preferential of their competitors using, 
on soybeans, soybean meal, grain, and grain products moving from the 
midwest to California, transit at points on the lines of these defendants 
in midwestern and southwestern states, at Glendale, Ariz., and Ogden, 
Utah, and on those commodities except soybeans, transit at points in 
California, and unduly preferential of the traffic of such competitors. 

That the failure and refusal of defendants Santa Fe, Southern Pa- 
cific, and Western Pacific to allow transit at Oakland on soybeans from 
the midwest, when the product outbound from the transit point is soy- 
bean meal or cake and the ultimate destination is a California point 
south of Mojave or San Luis Obispo, upon the same rate basis as that 
upon which they allow transit at Oakland on soybeans from the same 
origins when the ultimate destination is a California point north of 
Mojave or San Luis Obispo, was, is, and for the future will be an un 
reasonable practice; and that such failure and refusal to allow transit 
upon the basis stated was, is, and for the future will be unduly preju 
dicial to complainant in No. 29150 and intervener Globe Mills, and t0 
their traffic, and unduly preferential of their competitors using, on soy 
beans, soybean meal, grain, and grain products moving from the mid- 
west to California, transit at points on the lines of the first two named 
defendants in southwestern states, at Glendale, Ariz., and Ogden, Utah, 
and on those commodities except soybeans, transit at points in Cali 
fornia, and unduly preferential of the traffic of such competitors 


In his proposed findings, the examiner also said: 


The authorization of transit on the traffic of complainants and inter- 
veners embraced in the two preceding paragraphs upon the sam basis 
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that it is allowed to their competitors’ traffic described, namely, upon 
pasis of the transcontinental rates 11, will be a reasonable practice for 
the future and will remove the undue prejudice and preference. 

The southern routes, on which Los Angeles is intermediate, are the 
longest routes to Oregon. The amendment of defendants’ schedules 
September 1, 1944, eliminating transit in the southwest on soybeans 
moving from the midwest to Oregon over the southern routes, removed 
any basis for a finding for the present or future, of undue prejudice and 
preference of complainants and interveners in No, 28922 as against com- 
petitors shipping from and to the same points and using transit in 
southwestern states. The weight of the evidence does not warrant a 
finding of violation of section 1 as to the assailed rates to Oregon. The 
Commission should find that the failure and refusal of defendants to 
allow transit at Los Angeles, Los Angeles Harbor, and Long Beach on 
soybeans from the midwest, moving through Arizona, when the product 
outbound from the transit point is soybean meal or cake and the ulti- 
mate destination is a point in Oregon, upon basis of the transcontinental 
rates, was not and is not unreasonable; but that the failure and refusal 
of defendant Santa Fe to allow transit on such traffic upon basis of the 
transcontinental rates was, is, and for the future will be unduly preju- 
dicial to complainants in No. 28922 and certain interveners, and to 
their traffic, and unduly preferential of their competitors using, on soy- 
beans, soybean meal, grain, and grain products moving from the mid- 
west through Arizona to points in Oregon, transit at points on the line 
of defendant Santa Fe in the midwest and at Glendale, Ariz., at the 
transcontinental rates. The Commission should further find that the 
failure and refusal of defendants Santa Fe and Southern Pacific to allow 
transit on such traffic of complainants in No. 28922 and the interveners 
therein specified in footnote 10 hereof was unduly prejudicial to those 
persons and their traffic, and unduly preferential of their competitors 
using, On SOybeans, soybean meal, grain, and grain products moving 
from the midwest through Arizona to points in Oregon, transit at points 
on the lines of these two defendants in the southwest at the transconti- 
nental rates, and unduly preferential of the traffic of such competitors. 

These findings are not intended to, and are not to be applied in a 
manner that will, result in wasteful transportation, such as that which 
we have herein criticized. In other words, they do not prevent de- 
fendants from so restricting routing as to avoid unreasonable back- 
hauls, provided the undue prejudice and preference herein found to 
exist is removed. 


Reparation 


The examiner also recommended that the Commission 
should find that the complainants in No. 28922 made shipments 
to points in California under the rates assailed, and that on 
some they had paid charges thereon at the basis of rates pro- 
posed to be found in the instant proceeding to be unreasonable; 
that on others they held assignments from the purchasers of 
the meal who paid the balance of charges beyond Los Angeles; 
and that on others it was understood that they were outstand- 
ing undercharges on basis of the rates proposed to be found 
applicable in the instant proceeding. He said that Albers Milling 
Co. made shipments and paid transportation charges thereon 
at the basis of rates proposed to be found unreasonable, and 
that intervenors Spencer Kellogg Sons, Inc., and Taylor Milling 
Corporation purchased soybean meal or cake at Los Angeles, 
Los Angeles Harbor, Long Beach, and Oakland, made shipments 
thereof to California and paid and bore that portion of the 
transportation charges thereon which was in excess of the 
transcontinental rates. He said there were of record no claim- 


ants whose claims conflicted with the claims of these inter- 
veners. 


‘ i examiner further recommended that the Commission 
nd: 


The Commission should find that complainants in both proceedings 
made shipments to points in California that were subject to the rates 
assailed, and paid and bore the transportation charges thereon, and 
that on certain:shipments complainants in No. 28922 paid and bore 
transportation charges in part and hold assignments from their vendees 
who paid the balance of the transportation charges; that Spencer 
Kellogg & Sons, Inc., Albers Milling Company, and Taylor Milling 
Corporation, interveners, made shipments from the transit points that 
were subject to the rates assailed and paid and bore transportation 
charges in excess of the transcontinental rates; that complainants and 
interveners, in respect to all such shipments as to which there was a 
compliance with the provisions of the transit tariffs respecting register- 
ing and reshipment, were damaged thereby, and are entitled to repara- 
tion on basis of the rates that would have applied in the absence of 
the transit restrictions herein found unreasonable. They should comply 
with rule 100 of the General Rules of Practice. Interveners Herbert L. 
Taylor and Herbert W. Walcott, partners trading as Taylor-Walcott 
Company, and Globe Mills, to the extent that they made shipments 
and paid transportation charges under like circumstances were dam- 
aged and are entitled to reparation, and should comply with Rule 100 
of the General Rules of Practice, accompanying their statements with 
affidavits as to the paying and bearing of charges and compliance with 
the transit tariffs. If defendants object to proof in that form a further 
hearing may be requested. 


‘ ae examiner also recommended that the Commission 
nd: 


That the record does not warrant a finding of damages under 
Section 3 of the act on the shipments to Oregon. 


That the waiver of outstanding undercharges down to the rate basis 
herein found reasonable should be authorized. 
“— it the finding in the prior report, 256 I. C. C. 733, to the extent 
it 


is inconsistent with the findings herein, is reversed. 
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Motor Proposed Reports 


(Recommended orders in proposed motor reports, at expiration 
of 20 days from date of service of reports (unless otherwise stated), 
become effective unless exceptions wave been filed within the 20-day 
period or exceptions have been seasonably jiled by other parties, or 
the order has been stayed or postponed by the Commission. State 
sn which applicant has home office is shown ‘n “black face” type, 
with name of town or city following.) 


Pennsylvania (Pittsburgh)—-MC 19201, Sub. 44, Pennsy]l- 
vania Truck Lines, Inc., extension. Certificate proposed. Gen- 
eral commodities, with exceptions, between Mifflinburg and 
Gleniron, Pa., over a described route, and return, serving the 
intermediate points of Swengel and Millmont, Pa., subject to 
the following conditions; limitation of service to that which is 
auxiliary to, or supplemental of, Pennsylvania rail service, and 
to stations on that railroad; transportation only of traffic having 
an immediately prior movement by rail to, or an immediately 
subsequent movement by rail from, Sunbury, Pa.; reporting of 
all contractual arrangements between applicant and the railroad 
to the Commission; and such further specific conditions that the 
Commission might in the future find it necessary to impose. 

South Dakota (Norris)—-MC 105396 EX, L. H. Martin, ex- 
emption. Denial of certificate for want of prosecution proposed. 
General commodities, with exceptions, between Norris and Bel- 
videre, S. D., serving the off-route points of Wanamaker, Black- 
pipe, and Cedarbutte, S. D. 

Minnesota (St. Paul)—-MC 105412, Sub. 1, Motor Tank 
Lines, Inc., common carrier. Denial of certificate proposed. 
Residual oils having a minimum of 32 viscosity at 100 degrees 
F., in bulk, in tank trucks, from Minneapolis, St. Paul, St. Paul 
Park, and New Brighton, Minn., to points in 26 Wisconsin coun- 
ties, located within 150 miles of St. Paul, and rejected shipments 
of residual oils on return. The report said the proposed finding 
was without prejudice to the grant of temporary authority for 
duration of the present war emergency. 


Pennsylvania (Honesdale)—-MC 105182, Sub. 1, Emerson 
F. Garing, common carrier, embracing also MC 105182, Sub. 2, 
Same, extension. Recommended that applicant’s proposed op- 
erations be found to be those of a common carrier; that in 
MC 105182, Sub. 1, application be denied in view of findings 
in MC 105182, Sub. 2; and that in MC 105182, Sub. 2, certificate 
be granted. Lumber, mine timbers, lagging, mine ties, poles, 
and bark, from Lumberland, Tusten, Fremont, and Hyland 
townships, N. Y., to points in Lackawanna and Luzerne counties, 
Pa., and to Bethlehem, Lebanon, and Steelton, Pa., with no 
transportation for compensation on return. 


Pennsylvania (Zionsville)—-MC 55163, Sub. 5, John Kohler, 
extension. Denial of certificate proposed. Lumber and millwork 
between Bethlehem, Pa., on the one hand, and, on the other, 
points in N. Y., N. J., Del., Md., Pa., and the District of 
Columbia within 300 miles of Bethlehem, and brick from Spring 
township and Ephrata, Pa., to points in N. J., N. Y., Del., and 
Md., within 250 miles of Spring township and Ephrata. 


New York (Port Jervis)—MC 15652, Sub. 1, Hyman Miller 
and Harvey Miller, extension. Certificate proposed. Garment 
manufacturing materials, supplies, and equipment between New 
York, N. Y., and Matamoras, Pa., and return over a specified 
route, with service authorized at the intermediate points of 
Monroe and Port Jervis, N. Y., and at the off-route point of 
Middletown, N. Y., and garments between Port Jervis and 
Matamoras, and return over a specified route, serving no 
intermediate points. 


Ohio (Portsmouth)—MC 1222, Sub. 6, Reinhardt Transfer 
Co., extension. Certificate proposed, on conditions. (1) Fire 
brick, fire clay, and fire clay products from Ashland, Ky., 
Portsmouth, O., and Taylor, Ky., to points in Indiana and Ohio, 
with specified exceptions; (2) iron and steel and articles of iron 
and steel manufacture (a) in truckloads from New Boston, 
O., to Illinois points except Chicago, (b) in less-than-truckloads 
from Ashland and New Boston to points in IIl., Ind., and O., 
with specified exceptions, and to specified points in Ky., and 
Mich. The report said that a certificate consolidating the 
authority granted in this proceeding with that included in the 
certificate previously issued in MC 1222, in respect of the trans- 
portation of iron and steel articles, should authorize the 
transportation, over irregular routes, of iron and steel and 
articles of iron and steel manufacture (1) from Ashland and 
New Boston to all Ill., Ind., and O., with specific exceptions, 
and specified points in Ky. and Mich., and (2) the same com- 
modities, in truckloads, from Ashland to specified Ohio points. 
It said the authority granted would duplicate in part author- 
ity previously granted in respect of the transportation of gen- 
eral commodities, in so far as the previously granted author- 
ity included the transportation of iron and steel articles from 
Ashland and New Boston to points in Ill., Ind., Ky., and O., 
on the applicant’s regular routes, but that the consolidated 
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certificate should not be construed as granting two separable 
operating rights in respect of this traffic. 

New York (New York)—-MC 74772, Goodman’s N. Y. & 
Conn, Express Corp., common carrier. Certificate proposed. 
General commodities, with exceptions, over described routes, 
between New York and Holyoke, Mass., New Haven, Conn., and 
Jew#tt City, Conn., New Haven and Torrington, Conn., Water- 
bury and Torrington, Norwalk and Danbury, Conn., all over 
regular routes, serving specified intermediate and off-route 
points, and between New York, on the one hand, and points in 
New Jersey within 30 miles thereof, on the other, over irreg- 
ular routes. 

lowa (Mason City)—-MC 45163, Sub. 1, Verle C. King and 
Raleigh H. King, extension. Certificate proposed. Silos and 
parts thereof, from Mason City, Ia., to specified Minnesota 
points, and damaged, rejected, or refused shipments of the same 
commodities between the same points in the opposite direction. 


Motor Protest on Tire Rate Cut 


That the proposed rate reductions by the railroads would 
force the competing motor carriers to reduce their rates, also, 
at a time when the truck lines’ operating expenses were ccn- 
tinuing to increase, and that the resultant reductions would 
create undue preference for manufacturers at the producing 
points of Memphis, Tenn., and Natchez, Miss., were contentions 
set forth in a protest filed with the Commission by the Central 
and Southern Motor Freight Tariff Association, of Louisville, 
Ky., requesting suspension of a tariff supplement filed by Agent 
Hoke, to become effective January 31, proposing reductions in 
the rai] rates on rubber tires and related articles from Mem- 
phis and Natchez to Chicago, Moline and Peoria, Ill. 

The protest was directed against supplement 77 to I. C. C. 
No. 711 and MF-I. C. C. No. 197 (R. H. Hoke, Agent), pub- 
lished for account of all participants in the tariff, as amended. 

The present rail commodity rates on rubber and related 
articles from Natchez to Chicago and Peoria were 81 and 77 
cents a hundred pounds, respectively, and from Memphis to 
Chicago, 64 cents, minimum 20,000 pounds, said the protestant. 
Under the proposed schedules, it said, the rate from Memphis 
to Chicago or Moline would be 49 cents; that from Memphis to 
Peoria would be 46 cents; the rates from Natchez to Chi- 
cago or Moline would be 67 cents, and that from Natchez to 
Peoria would be 64 cents, minimum 30,000 pounds, it said. The 
motor carrier association said its members maintained a rate 
of 68 cents, minimum 20,000 pounds, from Memphis to each of 
the Illinois points named. 

Under the proposed rates, the protestant said, the railroads’ 
carload revenue on the Memphis-Chicago haul would be $147, 
while under the present rail rates the carload revenue was 
$192. It added that the railroads had contended in the Ex Parte 
148 proceeding that their revenues were insufficient to meet an 
anticipated expense of the future and that “from this proposed 
reduction the rail carriers do not appear to be consistent in 
their pleadings.” 

“Justification for such a reduction,” it continued, ‘‘is not 
easily explainable unless it is an attempt to take movements 
away from the motor carriers which they could not do ona 
rate lower than the motor carriers, or 64 cents per 100 pounds.” 

The association asserted that if the protested provisions 
were permitted to become effective they would give the rail- 
roads and undue preference and advantage over competing mo- 
tor carriers, “causing unfair and destructive competitive prac- 
tices in violation of the national transportation policy of 1940.” 


B. & O. REFUNDING PLAN 


The Baltimore & Ohio has filed a brief in Finance No. 
14775, Application of the Baltimore & Ohio Railroad Co. for 
Authority to Modify Securities under Chapter XV of the Bank- 
ruptcy Act, setting forth claims in justification of the plan, an- 
swering the objections of one intervenor, and saying that the 
criticism of another intervenor could not be answered until his 
position was made clear (see Traffic World, Jan. 20, p. 156). 
The B. & O. said that the plan made adequate provision for the 
refunding of approximately $84,000,000 of 1944 maturities 
through the sale of collateral trust bonds maturing in 1965, and 
that it could not otherwise meet those maturities. 

The railroad said the plan also adequately provided for the 
extension of certain later maturities so as to make feasible the 
issuance of the collateral trust bonds and to provide an orderly 
schedule of maturities that the company could meet through 
payment or refunding; for the protection of bondholders from 
the consequences of a default in interest in a year of low 
earnings, by making part of the interest charges contingent on 
earnings, but fully cumulative; for a systematic reduction of 
debt through sinking fund operations; and for financing addi- 
tions and betterments through an annual capital fund and 
through permitting the issuance of reasonable amounts of addi- 
tional bonds secured by the first lien indentures. 
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The B. & O. said that George H. Phillips seemed to object 
to the extension of the maturity of the convertible bonds for 
more than ten years and to making the interest on those bonds 
contingent. It said he overlooked the fact that, as between 
those and other bonds affected by the plan, the treatment of 
the convertible bonds must “fully reflect their unsecured posi- 
tion.”’ As to contingent interest, the railroad said the intervenor 
viewed the proposal as one affecting the obligation to pay, 
whereas, it said, the plan proposed to make the obligation “con- 
tingent only as to time of payment.” 


Denver Terminal Bond Agreement 


Though questioning the Commission’s jurisdiction over the 
matter submitted to it in the instant proceeding, the railroads 
owning the stock of the Denver Union Terminal Railway Co,, 
and that company, have filed with the Commission an applica- 
tion, Finance No. 14827, seeking approval of a “bond redemp- 
tion agreement” that, according to the application, is designed 
to clarify the terms of an operating agreement between the 
terminal company and the proprietary railroads, executed 
March 2, 1914, without making any substantial change in the 
operating agreement. 

The application refers to a mortgage executed March 2, 
1914, by the terminal company to Continental & Commercial 
Trust & Savings Bank as trustee to secure an authorized issue 
of $10,000,000 of bonds, due March 1, 1964, of which only $4- 
000,000 were issued, and to the pledging by the proprietary 
companies of their stock in the terminal company (totaling 
$30,000) except directors’ qualifying shares, with the trustee 
under the mortgage to secure payment of the bonds. 

The proprietary railroads—the Santa Fe, the Colorado & 
Southern, the Burlington, the Union Pacific, the trustees of the 
Rock Island and the trustees of the Denver & Rio Grande West- 
ern—said that after the recent Kansas City Terminal refinanc- 
ing authorized by the Commission in Finance No. 14637, Kansas 
City Terminal Railway Bonds, decided September 12, 1944, the 
Union Pacific Co. advised that it was not willing to forego its 
investment in the Denver terminal company and become obli- 
gated with respect to new bonds, but that if the other pro- 
prietary roads desired to call and pay off the bonds it would 
waive all formality and cooperate with them in handling the 
matter to the best advantage. Thereupon, the applicants, said, 
the bond redemption agreement was entered into, providing, in 
substance, that the proprietary roads would advance in equal 
shares to the terminal company, in open account, one-sixth of 
the principal of, less unamortized discount on, the bonds; would 
pay in equal shares, as rental, to the terminal company all 
expenses incident to paying off the bonds; for handling re- 
demption of the bonds with a minimum of formality and ex- 
pense, and for elimination from the operating agreement of all 
provisions with respect to the bonds. The bond agreement, ac- 
cording to the applicants, further stipulates that after the bonds 
are paid off “the principal thereof less the discount thereon 
shall constitute an investment of the proprietary railroads in 
the terminal company.” The applicants say that none of the 
payments to be made by the proprietary roads to the terminal 
company under the operating agreement are designated as 
advances or rental in that agreement and that, therefore, to 
determine whether any or all of the payments those roads are 
required to make to retire the bonds are advances or rental, it 
is necessary to construe the operating agreement. They repre- 
sent that the bond agreement construes the operating agree- 
ment to mean that certain payments, as set forth in the appli- 
cation, constitute rental, and others constitute “advances,” and 
they contend that, if they have correctly construed the operat- 
ing agreement, the Commission has no jurisdiction with respect 
to the bond agreement. 


N. Y. C. EQUIPMENT NOTES 


The New York Central, in Finance No. 14826, has asked 
the Commission for authority to issue not to exceed $1,142,080, 
aggregate principal amount of promissory notes, series A, pur- 
suant to a proposed conditional sale agreement to be dated 
February 1, between American Locomotive Co. and the N. Y. 
C. The applicant said it proposed to purchase seven 1,000 h. P., 
and twelve 660 h. p., Diesel switching locomotives in order to 
handle the largely increased volume of traffic on its lines re- 
sulting from the war emergency. The movement of a large 
part of this traffic, N. Y. C. said, was necessary in the interest 
of national defense. 


POTOMAC TEMPORARY AUTHORITY 


By an order in W-596, Potomac River Transportation Line, 
Inc., Application, the Commission, division 4, has extended to 


December 31 the previously granted temporary authority of | 


that corporation, of Avalon, Va., to continue operation as 4 
common carrier of self-propelled vessels in the transportation 
of canned goods from Walnut Point, Va., to Norfolk, Va. 
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Suspended Tariffs 


‘Designation of a tariff below does not mean that all schedules 
in it have been suspended. Suspension orders contain many sched- 
ales not reproduced here Details of such orders are published wm 
The Daily Traffic Wortd and Bulletin and The Traffic Bulletin.) 


In I. and S. M-2495, the Commission suspended from Janu- 
ary 20, until August 20, the operation of Schedule MF-I. C. C. 
No. 2 issued (12/14/44) of N. L. Litchfield, Chicago, Ill. The 
suspended schedules propose to establish new contract-carrier 
minimum charges on food products from Chicago, IIl., to points 
in Lake and Porter Counties, Indiana. 

In I. and S. No. 5331, the Commission suspended from 
January 20, until August 20, the operation of certain schedules 
as published in Supplement No. 22 to Agent L. E. Kipp’s tariff 
I. C. C. No. A-3402, Supplement No. 5 to Agent J. R. Peel’s 
tariff I. C. C. No. 3631, and other tariffs. The suspended sched- 
ules provide that the less carload ratings on returned empty 
containers in Western trunk-line and southwestern territories 
will not apply except where the filled carriers or containers 
moved over the same route in the reverse direction. 

In I. and S. M-2496, the Commission suspended from Janu- 
ary 22, until August 22, the operation of certain schedules pub- 
lished in Supplement No. 1 to tariff MF-I. C. C. No. 137 of 
Central States Motor Freight Bureau, Inc., Agent, Chicago, IIl. 
The suspended schedules propose to establish any-quantity rates 
of 60 and 80 cents per 100 pounds on flaked corn grits from 
Milwaukee, Wis., to Zion and Chicago, IIl., respectively, in lieu 
of the present respective less-truckload rates of 38 and 47 cents. 

In I. and S. M-2497, the Commission suspended from Janu- 
ary 23 until August 23 the operation of all schedules published 
in Supplement No. 1 to tariff MF-I. C. C. No. 9 of Hersey 
Service, Inc., Ashland, Mass. The suspended schedules propose 
to establish increased commodity rates on children’s vehicles 
from Fitchburg, Gardner and Leominster, Mass., to various 
points in New Jersey and New York. 


G & B MOTOR LINES’ RIGHTS 

The Commission, division 5, has issued a notice in MC 
58489, Maurice H. Ruggiero, dba G & B Motor Freight Lines, 
New Haven, Conn., to the effect that it has found, “after due 
investigation,” that that carrier may not lawfully engage in 
transportation by motor vehicle in interstate and foreign com- 
merce within Connecticut under the second proviso of section 
206(a) of the act, the proviso exempting from the requirement 
of a certificate from the Commission, for operation in inter- 
state or foreign commerce within a state, a motor carrier 
having intrastate authority in that state. 

The Commission said in the notice that Ruggiero had noti- 
fied it that he was a motor common carrier of property operat- 
ing solely within Connecticut in intrastate commerce under 
a state certificate and that he proposed to engage in motor 
transportation in interstate and foreign commerce under the 
proviso. It appeared, however, said the Commission, that Rug- 
giero’s operations within Connecticut were and would be con- 
trolled and managed in a common interest with those of Rapid 
Motor Lines, Inc., of New Haven, a motor common carrier of 
property lawfully engaged in operations in interstate and for- 
eign commerce between points in Connecticut, New York and 
New Jersey under a certificate issued by the Commission in 
MC 20955 and that Ruggiero, therefore, would not be lawfully 


engaged in operation solely within any state within the meaning 
of the proviso. 


FORWARDER INSURANCE REGULATIONS 

The Commission, by Commissioner Lee, in Ex Parte 159, 
Freight Forwarder Insurance for the Protection of the Public, 
has granted the petition of Freight Forwarders Institute by 
modifying its order of October 11, 1944, to postpone that order’s 
effective date from February 1 to April 2 (see Traffic World, 
January 20, p. 174). The order had prescribed certain rules 
and regulations for freight forwarders subject to part IV of the 
interstate commerce act, governing the filing and approval of 
surety bonds, policies of insurance, qualifications as a self- 
Insurer, or other securities and agreements for protection of 
the public. The petitioner had said its members needed addi- 
tional time for consideration and compliance. 





NATIONAL CARLOADING PROTEST 


National Carloading Corporation has asked the Commission 
to suspend and investigate rule 20 of supplement No. 16 and 
rule 20 of supplement No. 17 to I. C. C. F. F. No. 6, issued by 
Prernier Carloading Corporation, effective February 6. The 
freight-forwarder protestant said that rule 20 of supplement 

0. 16 as amended in rule 20 of Supplement No. 17 provided 
that heater-car service would be furnished at the convenience 
of Premier from New York to St. Louis, but that no mention 
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was made regarding Premier’s responsibility in the event of a 
damage claim. National Carloading also said: , 

“Protestant alleges that heater-car service is an additional 
service for which the respondent must pay additional fees to 
the carriers who provide such service and the rates and charges 
in the respondent’s tariffs do not provide additional fees for 
this additional service. Protestant maintains that when an 
additional service is furnished, an additional charge should be 
made to offset the additional cost.” 

Continuing, National Carloading averred: 

“The question of responsibility is most important. Not only 
does it affect the merchandise requiring protection, but it also 
affects other merchandise in the car which may become dam- 
aged should the heaters fail to function and which would result 
in breakage of the perishable articles.” 

National Carloading said it maintained that Premier should 
indicate in its tariffs the extent of its responsibility, and that it 
should make some provision in its tariffs with respect to its 
responsibility for the damage done to other merchandise that 
might become impregnated should the perishable commodities 
freeze and break in the car. In conclusion National Carloading 
said: 

Protestant knows of no similar service for less-carload shipments 
by railroads, motor carriers, or other freight forwarders from New 


York and St. Louis and therefore the additional service is not one of 
competitive necessity. 


Motcr Act Prosecutions 


(Digests 0) statements issued by the Secretary of the Commis- 
won concerning vrosecutions, in federal courts, for violations of 
motor carrier provisions oy the interstate commerce act or of Com- 
mission rules and reguiations thereunder, appeai below.) 


New Jersey district, at Newark. The defendants, John Kim- 
ker Trucking Co., Inc., of Ridgefield, N. J., William Von At- 
zingen, John J. Gannon, William J. Gannon, and Walter Von 
Atzingen, dba Atzingen & Gannon Milk Co., of Jersey City, 
N. J., and Middletown Milk & Cream Co., Inc., of Yonkers, N. Y., 
were fined a total of $1,300 following entries of their pleas of 
guilty to separate informations charging each of them with 
violations of the interstate commerce act. John Kimker Truck- 
ing Co., Inc., and Middletown Milk & Cream Co., Inc., were 
each fined $500. The two Von Atzingens and the two Gannons 
were each fined $75. The fines were required to be paid in full. 
The defendant motor carrier, John Kimker Trucking Co., Inc., 
was charged with granting rate concessions to the two Von 
Atzingens and the two Gannons, copartners, dba Atzingen & 
Gannon Milk Co., and to Middletown Milk & Cream Co., Inc., 
with respect to the transportation of pasteurized milk in inter- 
state commerce, and each of these shippers was charged with 
accepting such rate concessions from the motor carrier. 

Middle Pennsylvania district, at Lewisburg. Ray W. Baum- 
gardner, a motor carrier, of Greencastle, Pa., was fined $1,500 
following entry of his plea of guilty to an information charging 
him with violations of part II of the interstate commerce act. 
The fine, $400 of which was ordered paid at once, was imposed 
as the maximum penalty for the offenses charged in the infor- 
mation. Payment of the remaining $1,100 was suspended during 
a probationary period of one year. The defendant was charged 
with operating in the transportation of beer in interstate com- 
merce as a contract carrier by motor vehicle, for compensation, 
without a permit authorizing such operations having been 
granted to him by the Commission. 


GREAT CENTRAL APPLICATION 

Great Central Transport Corporation, Detroit, Mich., in 
MC 5655 and MC 33494, Great Central Transport Corporation 
Common Carrier Application, has asked the Commission to 
stay the effective date of certain portions of the recommended 
report and order of Examiner Garofalo (see Traffic World, 
October 7, 1944, p. 898), and to reopen the proceedings with 
respect to the matters involved in such portions. The petitioner 
said that it believed it had introduced at the prior hearings 
ample testimony to entitle it to all of the authority sought, but 
that since the examiner was of the contrary view, it desired to 
introduce further testimony “including a large amount of most 
convincing shipper testimony of public convenience and neces- 
sity.” 


FORWARDER APPLICATION DISMISSAL 
By an order in FF 24, Wells Fargo & Co. of Cuba Freight 
Forwarder Application, the Commission, division 4, has dis- 
missed the application, with the explanation, set forth in the 
order, that it appears that the applicant has discontinued all 
freight forwarder operations subject to the act and has re- 
quested that it be permitted to withdraw its application. 
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Loss and Damage Decisions 


Traffic Cases Recently Decided by State and Federal Courts 


(Digests taken from Reporters and Digests of National Reporter System, 
published by West Publishing Company, St. Paul, Minn. 
Copyright, 1945, by West Publishing Company.) 





LOSS OF OR INJURY TO GOODS 


(Supreme Judicial Court of Massachusetts.) Contract for 
interstate shipment of carload of strawberries was governed 
by the acts of Congress, the uniform express receipt, and the 
tariffs duly filed with the Interstate Commerce Commission. 

In action to recover for damage to carload of strawberries, 
request by plaintiff for ruling that defendant’s failure to reroute 
in accordance with plaintiff’s instructions was a breach of duty 
and rendered it liable in damages was rightly refused, in view 
of evidence tending to show that although instructions to 
reroute were given by plaintiff, that defendant did not fail to 
carry out such instructions. 

In action for damage to interstate shipment of strawberries, 
a request in effect for a ruling that a finding could be made 
in favor of plaintiff was properly denied, under evidence show- 
ing that failure to deliver strawberries was the result of a 
flood which was unprecedented and constituted an act of God 
within uniform express receipt excluding liability for loss, dam- 
age or delay caused by act of God. 

Where loss to shipment of strawberries was shown to have 
fallen within one of excepted causes of uniform express receipt, 
namely, an act of God, the burden of proof was upon plaintiff 
suing for damages to show that carrier’s negligence contributed 
to the loss. 

In action against express company for damages to inter- 
state shipment of strawberries wherein delay was caused by 
flood, evidence, showing that defendant notified plaintiff when 
it found shipment could not proceed as routed and thereafter 
complied with plaintiff’s instructions as to rerouting to the 
best of its ability in view of fact that refrigerated cars were 
to be handled only on trains designated by the railroad com- 
pany in accordance with the rule filed with Interstate Com- 
merce Commission, did not sustain burden of proof on part 
of plaintiff to show that defendant’s negligence contributed 
to loss. 

Express company accepting carload of strawberries had 
duty of making delivery within a reasonable time. 

Express company accepting carload of strawberries for 
shipment had duty to guard against foreseeable weather con- 
ditions. (Nicholas Zeo, Inc., vs. Railway Express Agency, 58 
N. E. Rep. 2d. 127.) 


WATER CARRIER APPLICATION 


Harry G. Hoy, a partner for Portland-Nome Navigation 
Co., a partnership consisting of George S. Quigley, Charles 
Parks, and Harry G. Hoy, Portland, Ore., in W-918, has asked 
the Commission for a certificate as a common carrier by water 
covering a new operation. The applicant said Portland-Nome 
sought authority to transport passengers and property in a 
May-September seasonal operation of two vessels between 
Portland, Ore., Victoria, B. C., and Ketchikan, Juneau, Skag- 
way, and Nome, Alaska. 


Alton Reorganization 


A third plan of reorganization for the Alton was filed 
with the Commission, January 19, in Finance No. 14030, by 
Stephen B. Gibbons, John M. Chapman, and Max Winkler, 
constituting, they said, the protective committee for holders of 
three per cent refunding mortgage bonds due October 1, 1949 
and representing more than 10 per cent in amount of those 
bonds. They said the effective date of their plan was January 
1 (see Traffic World, Jan. 20). 

According to the plan submitted, capitalization of the re- 
organized company, after consummation of the plan, would, 
in addition to equipment-trust certificates then outstanding, 
consist of a total of $73,000,000 made up as follows: $25,000,000 
first mortgage series A, four per cent income bonds due Janu- 
ary 1, 1985; $20,000,000 general mortgage series B, 4% per cent 
income bonds due January 1, 1995; and $28,000,000 common 
stock, no par value, 280,000 shares. 

The protective committee said that under the plan all cash, 
materials, property, and franchises of the debtor, including the 
property held under leaseholds, from the Joliet & Chicago and 
the Louisiana & Missouri River railroads, respectively, and all 
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cash, materials, property and franchises of the Kansas City, 
St. Louis and Chicago railroad subsidiary debtor, should be 
conveyed in fee, clear of all liens, to the reorganized debtor, 
or to the reorganized company. On consummation of the plan 
and the issuance and distribution of new securities, the com- 
mittee said, the existing mortgage bonds, notes and other 
evidences of indebtedness, including bonds pledged, affected by 
the plan, and the stocks of the respective leased lines and the 
preferred stocks of the subsidiary debtors, should be surven- 
dered to the reorganization managers. It said the debt should 
then be cancelled, mortgage released of record, stocks canceiled, 
and the leased line companies dissolved. 

The first-mortgage bonds, series A, the committee said, 
should be authorized in the amount of $35,000,000. It said 
$25,000,000 should be issued in exchange for claims in the 
reorganization, and that the balance of $10,000,000 might be 
issued for expenditures for plant and equipment. 


WEST COAST WATER AND RAIL RATES 

At their own suggestion, representatives of Pacific coast- 
wise steamship lines and of railroads operating between west 
coast ports will confer informally with Director W. V. Hardie, 
of the Commission’s Bureau of Traffic, February 16, in Wash- 
ington, to discuss matters and problems relating to possible 
readjustment of the port-to-port water rates on resumption of 
normal steamship services after the war, according to informa- 
tion obtained at the Commission. 

_ Among the problems involved with respect to the steam- 
ship rates, it was stated, were questions as to what the costs 
of acquiring ships for postwar service would be, and questions 
as to rate increases that might be necessary to reflect increases 
In operating costs, including wages of crews, and in transfer- 
ring freight to vessels at the ports in view of increases in wages 
of stevedores. It was pointed out that the railroads operating 
along the west coast were interested in the considered readjust- 
ment of the coastwise water carriers’ rates in view of fourth 
section relief granted them prior to the war on port-to-port 
movements, to meet the water competition. The steamship 
operators, it was understood, also wanted to confer with Com- 
mission officials for the purpose of familiarizing themselves 
with Commission procedure on rate matters, as they had been 
subject to the Commission’s jurisdiction, under the transporta- 
tion act of 1940, for only a short time prior to the outbreak of 
the war, after which they had to discontinue their peacetime 
services and engage in war shipping services. 

The informal conference February 16 would be attended 
only by carriers’ representatives from the west coast area, and 
might include some motor carrier representatives, it was said. 


MESECK TEMPORARY WATER AUTHORITY 


Assistant Director Girault of the Commission’s Bureau of 
Water Carriers and Freight Forwarders, in a memorandum to 
Secretary Bartel, says that an application docketed as W-41, 
Sub. 1, Temporary Authority, Meseck Lines, Inc., has been 
received. The applicant, he says, asks under section 311(a) for 
permission for the steamer Americana to make one trip from 
Newburgh, N. Y., on or about May 24, going to West 124th 
Street, New York City, and return to Newburgh on the same 
day, to transport students of the Newburgh Free Academy for 
an educational tour. 


MOTOR CARRIER ANNUAL REPORTS 


The Commission, division 1, by an order, has prescribed a 
new report form, designated as Motor Carrier Annual Report 
Form A, for use by Class 1 motor carriers of property or pas- 
sengers and has vacated, as of January 1, 1945, its order of 
December 16, 1943, by which a form for annual reports of such 
carriers was prescribed. 

The new form embodies 72 pages, exclusive of cover pages. 

Secretary Bartel has issued a notice to the Class I motor 
carriers of passengers or property, setting forth information to 
assist the carriers in preparation of their 1944 annual reports 
to the Commission and covering items that, according to the 
notice, “have proved the most troublesome in prior years.” 


ST. JOSEPH C. OF C. PROTEST 

The St. Joseph, Mo., Chamber of Commerce has asked the 
Commission to suspend a Middlewest Motor Freight Bureau 
tariff providing commodity less-than-truckload rates from St. 
Joseph, Mo., and Atchison, Kan., on the one hand, to points 
in Nebraska, on the other, effective February 1. It identified 
the tariff as item No. 45, page 2, supplement No. 9 to Middle- 
west Motor Freight Bureau, Motor Freight Tariff No. 2388-A, 
MF-I. C. C. No. 13, saying this tariff was governed by National 
Motor Freight Classification No. 7, MF-I. C. C. No. 14 and that 
the minimum charges provided in rule 12 therein were now 
applicable. 

The protestant said that the charges published to become 
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effective February 1 were “wholly unjustified, extremely un- 
just and unreasonable,” and that, because of the unusual com- 

titive situation existing in the St. Joseph trade territory, 
which, it said, included a large portion of Nebraska, the charges 
were unjustly discriminatory and in violation of section 216 (d) 
of the interstate commerce act. 


BUFFALOE EXPRESS LINE RIGHTS 


By a notice relative to a proposal by O. Leon Seymour, dba 
Buffaloe Express Line, of Aberdeen, N. C., applicant in MC 
58431, to engage in transportation by motor vehicle in interstate 
and foreign commerce within North Carolina under the certif- 
icate exemption provision applicable under the second proviso 
of section 206(a) of the act to motor carriers holding state 
authority for intrastate operations, the Commission, division 4, 
has announced that Seymour may not lawfully engage in the 
interstate and foreign commerce operations proposed within 
North Carolina because his state certificate of convenience and 
necessity has, with the approval of ‘‘the proper regulatory body 
of the said state,” been transferred to another carrier. 





Retirement Board Figures 


The report of the Railroad Retirement Board covering No- 
vember, 1944, shows that, in that month, retirement benefit 
payments to railroad employes totaled $11,651,964, compared 
with $11,757,000 in October, and $11,193,795 in November, 1943. 
The figures for November, 1944, show a decline from the Octo- 
ber all-time record. Of the total, $9,821,362 was paid out for 
employe annuities; $1,160,735 for pensions; $121,802 for sur- 
vivor annuities; $25,499 for death benefit annuities, and $522,563 
for lump sum death benefits. In the month, 1906 annuity appli- 
cations were received by the board, compared with 1642 re- 
ceived in November, 1943. 

Claims for unemployment insurance received in Novem- 

ber, 1944, numbered 1441, compared with 491 received in 
November last year. Total payments for unemployment insur- 
ance were $49,910 in November this year, and $39,960 last year. 
The average initial period payment was $19.62 and the aver- 
age payment for subsequent periods $28.48 in November, 1944, 
compared with $19.47 and $26.60 respectively, in November, 
1943. 
The report analyzed in some detail the figures for railroad 
employe placements made in the month. These showed the 
placements to have been 116,345, compared with 38,322 in No- 
vember, 1943. The increase, it said, was due to a number of 
factors, including the placing of brakemen, firemen and switch- 
men in the far west in an A priority manpower category; the 
recruiting of servicemen and students for temporary and part- 
time work handling holiday freight and express; the hiring of 
agricultural workers for winter work, and the shifting of rail- 
road workers from one section to another when the Great 
Lakes navigation season ended. The entire operation of place- 
ment was performed by the board in 97,600 cases, it said, 
While placements were made in cooperation with the United 
States Employment Service in 18,700 cases. 



















overnment Takes Over B. & H. 


President Roosevelt, January 25, directed the Secretary of 

ar to take over for operation the Bingham and Garfield Rail- 
ay in Utah. An emergency board recently reported to the 
President against a demand of the Brotherhood of Locomotive 
ireman and Engineman for the addition of a fireman to the crews 
of electric locomotives of the railway engaged in switching serv- 
ce in the yards at the mine of the Utah Copper Company near 
bingham, Utah, and in the Magna and Arthur car dumper 
yards. The recommendation of the board was not accepted by 
he employees. 

The President issued an executive order directing the Sec- 
etary of War to take over the Bingham and Garfield after 
he employes had set a strike for 12:01 a. m., January 25. 
Advice received in Washington was that the operations were 
led by the strike becoming effective at that time. The White 
ouse announced the President’s order at noon January 25. 

The emergency board, composed of Richard F. Mitchell, 
alter C. Clephane and A. G. Crane, found that an addition 


bf a fireman was not warranted (see Traffic World, Dec. 9, 
343, p. 1507). 


SEABOARD LABOR DISPUTE 
President Roosevelt has made public the report submitted 
0 him by the emergency board appointed by him to settle 
he dispute between the Brotherhood of Locomotive Engineers 
nd th , Brotherhood of Locomotive Firemen and Enginemen 
n the Seaboard Air Line Railway. He expressed “the earnest 
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hope that the dispute between the two brotherhoods would be 
speedily adjusted in accordance with the recommendations of 
the emergency board.” 

The board recommended that the practice of the man- 
agement in requiring concurrence of the engineers’ committee 
before reinstatement of a dismissed engineer, be modified by 
amending rules in the agreements held by both organizations 
requiring that in all cases involving discharge or suspension 
of engineers, motormen, firemen, helpers, hostlers or hostler 
helpers, the matter be handled jointly to a conclusion by the 
two brotherhoods without either having power of veto of the 
cases originating within the other. 

The emergency board, appointed December 14, was com- 
posed of Huston Thompson, an attorney of Washington, D. C., 
David J. Lewis, former congressman from Maryland, and 
Major General William H. Tschappat (retired) of Virginia. 


Mediation Board Report 


Increase in disputes involving representation of railroad 
employes for the purposes of collective bargaining and inability 
of the board to deal promptly with them because of lack of 
help are threatening “nullification” of the “very purposes” of 
the railway labor act, according to the annual report of the 
National Mediation Board for the fiscal year ended June: 30, 
1944. 

A “representation” dispute arises from contentions of em- 
ployes or labor organizations as to who has the right to repre- 
sent certain classes of employes. For example, the Brotherhood 
of Railroad Trainmen and the Order of Railway Conductors 
may contest which has the right to represent a trainman, while 
the Brotherhood of Locomotive Engineers and the Brotherhood 
of Locomotive Firemen and Enginemen may have a similar 
dispute as to a fireman. 


“Representation disputes. are growing in number and size 
among both rail and airline groups,” says the board, airline 
employes and employers being subject to its jurisdiction. ‘““Com- 
petition among the national organizations, particularly in train, 
engine, and yard service, continues to grow. Many representa- 
tion disputes are being initiated among rail and airline em- 
ployes by organizations which have not heretofore entered those 
fields. During the past year it has not been possible to keep 
current with the influx of work. . .. The board had a backlog 
of 258 open cases at the end of the fiscal year 1944. 


“This situation has given the board the greatest concern. 
It has also caused much concern and discontent among the 
organizations and carriers who have invoked the board’s serv- 
ices, since with the constantly increased backlog of unsettled 
cases, more and more delay is experienced in handling the large 
volume of work with the limited field staff... . 


“The railway labor act often has been cited as the model 
law governing the handling of labor difficulties. It is the fruit 
of over 50 years’ experience in federal legislation in this field. 
The law was, with amendments, a good one, and has functioned 
well since 1926. It is now in real danger of breaking down due 
to the inability of the board to cope with the large volume of 
work with its present force. If the present situation continues, 
the very purposes of the act will be nullified by the great delay 
which many important cases on the board’s docket are now 
suffering. It is therefore the board’s urgent recommendation 
that a very considerable increase in the staff of mediators be 
provided by appropriate legislation, to enable this body to 
properly and expeditiously perform the duties and responsibili- 
ties imposed upon it by the railway labor act.” 


“No Strike Pledge” 


The board said that, aside from a few local and unauthor- 
ized work stoppages of the “wildcat” variety in the fiscal year 
1944, ‘the vast majority of labor disputes in the rail and airline 
industries were composed peaceably under the procedures of 
the railway labor act.” 


“By and large,” continued the board, “the no-strike pledge 
of the organizations, made when the National Railway Labor 
Panel was created, was observed during the year.” 

In December, 1943, a nation-wide strike threat occurred, 
involving both the operating and non-operating employes of the 
principal rail carriers, said the board in reviewing the situation 
that resulted in the brotherhoods and unions setting a strike 
date for December 30, 1943, and President Roosevelt directing 
the Secretary of War to take over the railroads for operation 
December 27. 

The board reported it had received in the year 580 applica- 
tions for its services of which 431 were docketed as formal cases. 
At the end of the year it said 357 docketed cases had been dis- 
posed of. Of those disposed of, 217 or 60 per cent, were dis- 
putes involving changes in rates of pay, rules, and working 
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These giant gantry cranes transfer 
heavy duty shipments from cars to ships 
or lighters. 





| 

mn, : 

> 

“@ 

cig 

i : 
uv 


| ms 





oe beyc 
" 
<= well 
forn 
expr 
G 
fron 
50-t 
Ain} men 
: & a owe ’ ‘ t 
orn Seem “aa? /\ me JV \N J Ww shi 
AEBS» Pr 24... PSTN ME ke \ | 
4 T 


ip 
y .. da di 








January 27, 1945 


rthe Erie Fleet takes over! 


MM” than 230 craft—tugs, barges, lighters, car 
floats — are assigned to freight-carrying duty 
beyond rail’s end. Serving Erie’s waterfront stations as 
well as other piers in New York Harbor, the Erie fleet 
forms a connecting link between rail and steamer for 
export, import, coastwise, and intercoastal trade. 

Giant gantry cranes transfer the heaviest of shipments 
from freight car to lighter or ocean vessel. A huge 
50-ton floating crane, and other kinds of special equip- 
ment speed handling of both inbound and outbound 
shipments. 

This modern equipment and strategic harbor facili- 
ties which hold top ranking on the Atlantic Seaboard, 
are helping Erie and connecting lines to handle the 


flood of war materials quickly and safely. 


Erie Railroad 


ONE OF AMERICA’S RAILROADS—ALL UNITED FOR VICTORY! 





Part of Erie’s fleet of powerful tugs which move lighters, 
car floats, and refrigerator-heater barges 24 hours a day. 
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Cars of rush freight and perishables being moved by fast 
Erie tugs across the Hudson. 
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Erie’s 50-ton capacity floating crane handles the heaviest 
of freight with speed and safety. 
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conditions, while 139, or approximately 40 per cent, were rep- 
resentation disputes. 
In the fiscal year, said the report, the National Railroad 
Adjustment Board through its four divisions disposed of 3,820 
disputes involving the interpretation or application of rules and 
employe grievances. 

Referee Payments 


Expenses and salaries of referees appointed to decide 
deadlocked adjustment board cases amounted to $51,155.95 for 
the fiscal year, according to the report. The referees are paid 
$50 a day. Names of referees and sums of money paid them, as 
set forth in the report, were: 

- First Division—Norris C. Bakke, $1,550; Leif Erickson, 
$2,950; Fred L. Fox, $1,000; Richard F. Mitchell, $3,575; James 
B. Riley, $1,825; Curtis W. Roll, $1,400; Robert G. Simmons, 
$1,425; Ernest M. Tipton, $2,275; James H. Wolfe, $3,212.50. 

Second Division—Isaiah L. Sharfman, $3,800. 

Third Division—Bruce Blake, $3,462.50; Henri A. Burque, 
$2,250; Edward F. Carter, $2,950; Fred L. Fox, $1,112.50; How- 
ard A. Johnson, $2,637.50; Jay S. Parker, $287.50; Curtis G. 
Shake, $1,700; Herbert B. Rudolph, $2,050;° St. Clair Smith, 


$975, and Ernest M. Tipton, $50. 


Fourth Division—George E. Bushnell, $250, and Adolph E. 
Wenke, $550. 


Rail Employe Benefit Bills 


President Roosevelt has made public identical letters ad- 
dressed by him to Chairman Wheeler, of the Senate interstate 
commerce committee, and Chairman Lea, of the House com- 
mittee on interstate and foreign commerce, expressing the hope 
that Congress will act favorably on the “objectives” of S. 293, 
introduced by Senator Wheeler, and H. R. 1362, introduced by 
Representative Crosser, of Ohio, companion bills embodying 
amendments to the railroad retirement, railroad unemployment 
and railroad taxing acts, proposed by the rail labor unions to 
increase the benefits thereunder. 

The two bills embody substantially the same provisions as 
H. R. 4805, the Crosser bill in the Seventy-eighth Congress on 
which hearings were held by the House interstate commerce 
committee last May (see Traffic World, May 27, 1944, p. 1459). 
Those hearings were not completed, and opponents of the leg- 
islation were not heard. 

The railroads oppose enactment of the Wheeler-Crosser 
bill. They will set forth their arguments against this legislation 
in hearings on one or both of the pending bills. In a special 
membership meeting in Chicago last June (see Traffic World, 
June 10, 1944, p. 1576), the Association of American Railroads 
heard a report by J. Carter Fort, its general counsel, on H. R. 
4805, and planned presentation of their case against the legisla- 
tion before the congressional committee or committees by which 
further hearings on that bill were then expected to be held. 
Mr. Fort’s report and comments of A. A. R. members at that 
time indicated agreement among the railroads that the Crosser 
bill would impose additional and unwarranted burdens on the 
railroads in the form of payroll tax increases, would imperil the 
effectiveness of the railroad retirement act, the reserves for 
which then showed a deficiency of between 3 and 4 per cent, 
and would probably cut dangerously into the half-billion dollar 
unemployment compensation reserve. 

The letters sent by President Roosevelt to Senator Wheeler 
and Representative Lea were identical, except for reference to 
S. 293 in the letter to the former and reference to H. R. 1362 in 
the letter to Representative Lea. The text of the President’s 
letter to Senator Wheeler follows: 


As you know, I have been for many years interested in the develop- 
ment of the railroad retirement and railroad unemployment insurance 
acts. I realize, as I am sure you do, that our early social insurance 
legislation, as is true of most ventures in new fields, needs to be 
reexamined from time to time in order to make sure that the provisions 
operate in practice so as effectively to carry out those beneficent pur- 
poses which all of us wish to see accomplished. 

S. 293, now before your committee for consideration, represents the 
results of a study, over a period of several years, of the operations of 
the railroad retirement and railroad unemployment insurance acts by 
the Railway Labor Executives’ Association, representing the great bulk 
of railway workers, and the Railroad Retirement Board. 


This study has included an analysis of many thousands of sugges- 
tions made by railroad workers and their local organizations. Many 
proposals were, of course, rejected; what remains represents an effort 
to make these railroad insurance systems function more effectively. 


I am told by the chairman of the Railroad Retirement Board that 
preliminary drafts of the bill were widely circulated to all groups in 
the industry in 1942 and 1943. Two bills, the major provisions of which 
were substantially the same as S. 293, were introduced in the recent 
session of the Congress, one of them as early as last May. There has 
therefore been ample opportunity for all interested groups to study the 
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proposals; and all those involved should by now be fully prepared to 
state their views. 
I am heartily in favor of the objectives of S. 293 and I hope 
the Congress will see fit to act favorably on those objectives. 
May I ask that your committee take the necessary steps to hold 
hearings on the bill as soon as possible? 


that 


MONEY FOR HIGHWAY 
President Roosevelt has asked Congress to appropriate 
$23,000,000 additional for the Federal Works Agency, $i5,- 
000,000 of which would be used for access roads to war plants 
and camps and $8,000,000 for the strategic highway network, 
Harold D. Smith, director of the Bureau of the Budget, in ex- 
planation of the request, said: 


Section 6 of the defense highway act of 1941, as amended, author- 
ized the appropriation of $290,000,000 for access roads. Under this 
authorization, a total of $229,600,000 has been appropriated to date, 
Section 4 of the aforementioned act authorized the appropriation of 
$50,000,000 to correct critical deficiencies in the strategic network of 
highways and bridges. To date a total of $20,000,000 has been appro- 
priated under the latter authorization. Obligations for construction 
under these programs have been made substantially in excess of the 
appropriations and the expenditure program indicates the necessity for 


additional cash for the fiscal year 1945 in the amounts recommended 
herein. 


Senator Scrugham, of Nevada, has announced that, in re- 
sponse to inquiries addressed to various federal government 
agencies responsible for the production of raw materials, he 
has obtained information showing an urgent need for construc- 
tion, improvement and maintenance of access roads and truck 
trails to sources of critical and strategic minerals and metals, 
coal, oil and forest products. He said it was “a matter of im- 
mediate concern” that only $2,000,000 or less remained of pre- 
vious authorizations totaling $27,500,000 for access roads to 
sources of raw materials under the defense highway act of 1941, 
while present estimates indicated that a total of $12,000,000 
might be needed for such work in the calendar year 1945. 


Truck W. & I. Bureau 


Local truck rate bureaus affiliated with the Central States 
Motor Freight Bureau are voting on a plan for the establish- 
ment of a weighing and inspection bureau in Central Territory, 
along the lines of a resolution adopted by the Central States 
Bureau’s board of directors at its December meeting. The plan 
follows recommendations made to the board by a special com- 
mittee (see Traffic World, November 4, 1944, p. 1189). Under 
it, the weighing and inspection bureau would have its adminis- 
trative office at the offices of the Central States Bureau in 
Chicago and other offices in the quarters of the affiliated local 
bureaus in eight other cities. 

It would operate under an annual budget of $60,000, costs 
to be allocated among the local bureaus on the basis of the 
proportion the total revenues of their Class I truck members’ 
revenues of each bureau bear to the total of such revenues of 
all bureaus. Truck operators would be assessed by the local 
bureaus in proportion to their gross revenues except that Class 
II and III carriers would pay flat fees. Non-members of rate 
bureaus desiring to avail themselves of the services of the 
weighing and inspection bureau would be assessed on a some- 
what higher basis to compensate for the overhead not included 
in the proposed budget, which is to be borne by the rate 
bureaus. 

The weighing and inspection bureau would be headed by 
a chief inspector or manager and the local offices would be 
conducted by inspectors. The budget provides for salaries for 
the chief inspector, the inspectors and stenographers, for their 
expenses, for rent of offices where local rate bureaus do not 
have sufficient space available, and for telephone services and 
incidental expenses. 

The board of directors of the Central States Bureau will 
canvass the matter further at its meeting at Chicago Febru- 
ary 20, by which time it is expected that the votes of the local 
rate bureaus will all be in. 


R. F. C. SELLS RAIL CERTIFICATES 


Secretary of Commerce Jones has announced that the R. F. 
C. has sold to Lazard Freres & Co., New York City, $1,836,000 
Seaboard Air Line Railway Company 2% per cent equipment 
trust certificates, Series KK, at 102.12 and accrued interest, 
which is a 1.99 per cent basis. This price represented a premium 
to R. F. C. of $38,925, said he. 

Secretary Jones also announced that the R. F. C. sold to 
Kidder, Peabody & Co., on behalf of themselves and A. M. 
Kidder & Co. as combination agents and principals, $5,200,000 
Illinois Central Railroad Company 3 per cent equipment trust 
certificates, Series S, at 104.604 and accrued interest, which 1s 
a 2 per cent basis. This price represented a premium to R. F. C. 
of $239,416, said he. 
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Air Transportation 








North Atlantic Air Routes ; 


Examiners Thomas L. Wrenn and Ferdinand D. Moran, of 
the Civil Aeronautics Board, in a proposed report in “Docket 
No. 855, et al., the North Atlantic Case,” embracing applications 
of ten companies for authority to engage in foreign air trans- 
port service over north Atlantic routes (see Traffic World, 
Nov. 11, 1944, p. 1247), have recommended that the board grant 
such authority to Pan American Airways, Inc., and to American 
Export Airlines, Inc., and have made the further recommenda- 
tion that such authorization to the latter company be’ granted 
only in the event of approval by the C. A. B. of acquisition of 
control of American Export Airlines by American Airlines, 
Inc. The examiners proposed that the applications of the other 
applicants, including one steamship company, five domestic air 
carriers and two companies not yet engaged in transportation 
service, be denied. 

Four north Atlantic routes, tentatively charted by the 
c, A. B., were under consideration in the proceeding, the ex- 
aminers said. They stated that the board’s route No. 1 would 
extend from New York City to a point in Newfoundland or 
Labrador, thence to a point in Eire, thence through London, 
Amsterdam, Berlin, Prague, Vienna, Budapest, Bucharest, and 
Istanbul to Cairo, Egypt; that route 2 would extend from New 
York City over a course similar to that of route 1 as far as 
Eire, thence to Paris and thence through Swizerland, Rome, 
Athens, Cairo, Basra and Karachi to Calcutta, India; that route 
3 would extend from New York City through points in New- 
foundland or Labrador, Greenland, Iceland, and through Oslo, 
Stockholm, Helsinki, Leningrad, Moscow and Teheran to Basra, 
Iraq; and that route 4 would extend from New York City 
through Bermuda, the Azores, and Lisbon, and from Lisbon 
through (a) Madrid, Marseilles and to Rome; (b) through 
Algiers, Tunis and Tripoli to Cairo, and (c) to London. 


Changes in Routes 


The examiners recommended, as to those routes, that 
route 2 should be amended to include London; that route 1 or 
route 2 should include a segment from Athens to Sevastopol 
via Istanbul and Bucharest; that route 3 terminate at Moscow, 
and that the segment from Lisbon or Madrid to Cairo be 
eliminated from route 4. They proposed, further, that New 
York, Boston, Detroit, Chicago and Washington be designated 
as co-terminals for trans-Atlantic service. 

The certificate now held by Pan American Airways, Inc., 
for service between New York City and Lisbon (Portugal) and 
Marseilles (France), they said, should be amended to include 
Madrid (Spain) as an intermediate point between Lisbon and 
Marseilles and should be extended from Marseilles to Rome. 
They added that New York and Washington should be desig- 
nated as U. S. co-terminals for this route “with the condition 
that Pan American not be permitted to carry domestic traffic 
between New York and Washington.” 


The board, the examiners said, should authorize operation 
by Pan American Airways over route 2, including London, and 
should amend Pan American’s present certificate between New 
York and London via Shediac, Botwood and Foynes so as to 
inlude Washington and Baltimore as co-terminal points on 
one segment in addition to New York and Chicago and Detroit 
as Co-terminals on another segment “with the condition that 
Pan American Airways’ present certificate should be amended 
by extending it from London to Calcutta via Paris (France), 
Zurich (Switzerland), Rome (Italy), Athens (Greece), Cairo 
(Egypt), Basra, and Karachi (India).” 



















































Proposed Routes for Export Airlines 


_ The examiners recommended that the board award a cer- 
tificate to American Export Airlines authorizing service be- 
tween the co-terminals New York and Boston and the terminal 
point Cairo via a point in Newfoundland or Labrador, a point 
in Eire, and London England), Amsterdam. (Holland), Berlin 
(Germany), Prague (Czechoslovakia), Vienna (Austria), Bucha- 
rest (Rumania) and Istanbul (Turkey), corresponding to route 
,and service on the Athens-Istanbul-Bucharest-Sevastopol seg- 
Ment; and service on a route between the co-terminals New 
York and Boston and the terminal point Moscow (WU. S. S. R.) 
via a point in Newfoundland or Labrador, Greenland, Iceland. 
Oslo (Norway), Stockholm (Sweden), Helsinki (Finland) and 
nhingrad (U. S. S. R.) corresponding with route 3, and that 
Such authorization to American Export be conditioned on ap- 
Proval by the board of the pending application of American 
Airlines, Ine., for authority to acquire control of American 
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Export Airlines through purchase of stock of the latter now 
held by American Export Lines, a steamship company. The 
steamship company must divest itself of its control of American 
Export Airlines, under an order of the C. A. B. The airline now 
holds a temporary certificate for tran-Atlantic air service. 

Applicants whose applications would be denied, if the board 
were to accept the examiners’ proposals, were: Northeast Air- 
lines, Inc.; American Airlines, Inc.; Pennsylvania-Central Air- 
lines Corporation; Transcontinental & Western Air, Inc.; U. S. 
Midnight Sun Air Line, Inc.; Trans-Oceanic Airlines, Inc.; 
Moore-McCormack Lines, Inc., and National Airlines, Inc. An- 
other applicant, U. N. Airships, Inc., withdrew its application 
in the course of the hearings in the north Atlantic case. 


“Community Company” Plan 


The examiners commented at length on the proposal of 
Pan American Airways for a single American international air 
carrier “in the form of a community company in which all 
American transportation interests able to contribute would be 
permitted to participate under an organization plan approved 
by the government.” They said Pan American recognized that 
“the decision as to whether or not such a community company 
shall be created rests with the Congress and the President of 
the United States,” and that Pan American took the position 
that its opposition to the other applicants was the course re- 
quired in the public interest under existing law so long as a 
community company had not been formed. 


The examiners referred to the C. A. B. decision in the 
so-called American Export case—American Export Air., Trans- 
Atlantic Service, 2 C. A. B. 16 (1940)—and cited therefrom the 
board’s conclusion that “competition by foreign air carriers will 
not have the same beneficial effect which competition by United 
States air carriers would have.” They noted that Pan American 
had shown that a total of 15 post-war trains-Atlantic services 


had been projected by various European countries and Canada, 
and added: 


The evidence adduced by Pan American . . . merely serves to focus 
attention upon the probability of such competitive services and does 
not change the underlying facts which were fully considered by the 
board in the prior case (the American Export case). It thus appears 
that there is nothing in this record which would require the board to 
reach a different conclusion with respect to the desirability of com- 
petitive American flag services in the north Atlantic area. 


Three Alternatives 


In creating the international air service pattern required 
by the civil aeronautics act, the examiners said, there were 
three alternatives: (1) establishment of a single company; (2) 
establishment of a few companies, permitting each to monop- 
olize U. S. service where there was sparsity of traffic, but two 
or more in competition where there was sufficient traffic to 
make such service economical, and (3) establishment of a large 
number of U. S. carriers. They said the first alternative had 
been discarded by the board in the American Export case. They 
recommended adoption of the second alternative rather than 


the third, because, they said, it would accomplish the following 
objectives: 


(a) Establishment of carriers large enough to provide an econom- 
ical service; (b) establishment of carriers. strong enough to withstand 
foreign competition; (c) resultant U. S. flag competition, and (d) utili- 
zation of the efficiency and ability of more than one U. S. airline 
organization, ‘‘thereby furnishing a competitive ‘yardstick’ for United 
States carriers in international operation.’’ 


The examiners said there was merit in Pan American’s 
contention that since it had pioneered in the international air 
transport field it was entitled to have applied in its favor the 
principle that the carrier serving an area was entitled to a 
reasonable development of its certificated route, in preference 
to a newcomer in the field, and that it was also entitled to be 
protected against unreasonable diversion. 

“By virtue of its experience and past record in international 
operation,” they continued, “Pan American has demonstrated 
an ability to compete with foreign carriers and to develop traf- 
fic. ... There can be no doubt that the public interest requires 
utilization of the experience of the only permanently certificated 
United States flag carrier now operating to Europe by extend- 
ing the operations of that carrier... .” 

Therefore, said the examiners, Pan American should be 
authorized to operate on two of the four routes found required. 
As to the other two routes, they said, the carrier selected would 
be operating “over the most important international trade route 
in the world against such potential foreign flag competitors as 
British Overseas Airways Corporation, Air France, and K. L. M.” 
They said that neither Midnight Sun nor Trans-Oceanic had 
any operating organization or personnel, and that these com- 
panies would not be in “so good a position” to conduct the 





trans-Atlantic operations as would “other applicants with larger 
resources and going organizations.” 


Moore-McCormack’s Case 


With respect to the application of Moore-McCormack, the 
steamship company applicant, the examiners said that that 
company was engaged primarily in cargo operations; that the 
record showed that in the period 1936 to 1939 it carried an 
average of about 2,000 passengers a year; that in view of those 
facts the company’s argument that it would suffer heavy dam- 
age from air transportation lost most of its force, and that, 
“while the record indicates that Moore-McCormack has done 
an excellent job in its field, it cannot be termed the best quali- 
fied applicant to meet the prerequisites heretofore set forth as 
necessary for a second United States flag carrier.”’ They added 
that Moore-McCormack was without actual operating experience 
in the field of air transport. 

The regional domestic air carrier applicants—P. C. A., 
Northeast, and National—did not have financial resources or 
organization comparable to those of Pan American, and could 
not meet on equal footing the competition of Pan American and 
of strongly supported foreign flag carriers, the examiners said. 

With respect to a contention by Pan American and United 
Air Lines, intervener, that no domestic air carrier should be 
authorized to operate trans-Atlantic service, the examiner said, 
in part: 


To continue the artificial distinction between domestic and inter- 
national airline operations would prepetuate the barriers established 
because of the limitations of surface transportation. . . . The full de- 
velopment of aviation as a mode of transportation would demand that 
our international carriers be placed in a position to offer the highest 
type of service of which they are capable. . . . Competition from for- 
eign carriers, many of which conduct their own domestic systems or 
have tie-ins with such systems, points to the desirability of a United 
States carrier being able to draw from our domestic system. ... 


Selection of Export Airlines 


Referring to American Export Airlines as “Amex,” the 
examiners concluded: 


Amex has an organization trained in international air transportation 
which should be utilized in the post-war period and it has built up good 
will and contacts which will inure to its advantage when every advan- 
tage will be needed. If it should engage in international air transporta- 
tion as a subsidiary of American it would receive the benefit of Amer- 
ican’s financial support and extensive traffic organization. Under this 
plan international operations and domestic operations would be con- 
ducted by separate companies but each would have the benefit of the 
experience and the resources of the other in a coordinated policy of 
management. Such an arrangement would prevent a draining of the 
funds of a profitable operation into an unprofitable operation which 
could be done where one carrier. engages in both types of service. The 
advantages of single-plane service could be attained through an inter- 
change agreement between the two companies so that it would be pos- 
sible to originate a trans-Atlantic flight at any interior point on the 
domestic company’s system where the traffic demand would justify... . 

It is evident from the record that American’s capital and income 
position is stronger than either that of T. W. A. or Amex, and that 
American’s operations are more extensive than those of T. W. A. or 
Amex. It appears therefore that in these respects American is the 
strongest of the three carriers and best meets the qualifications here- 
tofore set forth as being required by the second United States flag 
earmer. . .. 

After weighing all of the foregoing considerations, it is concluded 
that the certification of Amex and approval of the acquisition of control 
by American would best serve the public interest. This conclusion as 
to conducting international operations through separate organizations 
is not predicated upon the fact that such relationship between Amex 
and American has been proposed and is now pending before the board. 
The same procedure would have been recommended had it been con- 
cluded that T. W. A. would best serve the public interest. It is recom- 
mended that in the event the board should find another carrier other 
than Amex should be certificated or that additional carriers should be 
certificated in trans-Atlantic operations that such operations be con- 
ducted through a separate corporate subsidiary. 


SURPLUS AIRCRAFT 


The Surplus Property Board has announced that 6,912 sur- 
plus planes have been sold and paid for as of January 1, and 
that a total of 27,253 planes have been declared surplus by the 
army, navy and other government agencies. In December 641 
planes were sold and 3,862 were declared surplus, said the 
board, adding: 


The largest portion of surplus planes sold at date were light civilian- 
type planes requisitioned from their former owners after Pearl Harbor 
for use in preliminary Army and Navy training programs. 

Light planes are being sold at competitive bidding by the Recon- 
struction Finance Corporation, which is the disposal agency for surplus 
aircraft in this country. The planes are sold ‘‘as is—where is’’ and a 
large portion of the purchasers are dealers who recondition the planes 
and re-sell them. A price ceiling has been placed on each plane, af- 
fording ample price protection to the ultimate purchaser. 

Not included in the total sold are 104 surplus transports which 
have been allocated to domestic and foreign airlines. While some of 
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these have already been delivered to the assignee under a letter of ip. 
tent to purchase, transfer of title of these planes is awaiting fing) 
negotiations with the disposal agency. 





Air Certificate Applications 


The Oceanic Steamship Co., of San Francisco, Calif., has 
filed with the Civil Aeronautics Board an application for ay- 
thority to engage in transportation of passengers, property and 
mail by air between San Francisco and Los Angeles, Calif., on 
the one hand, and Sydney, Australia, on the other, via Honolulu 
and Palmyra, Hawaii; Pago Pago, American Samoa; Suva, Fiji 
Islands, and Auckland, New Zealand. 

The applicant says that the route over which it proposes 
to operate by air coincides with the route of its pre-war steam- 
ship operations. The application is docketed as No. 1712. 

National Airlines, Inc., of Jacksonville, Fla., has asked the 
C. A. B., in an application assigned docket No. 1710, to amend 
its certificate for route 39 so as to extend that route from Pen. 
sacola, Fla., to Philadelphia, Pa., and so as to authorize service 
to Montgomery, Ala., Atlanta, Ga., Greenville, S. C., Asheville, 
N. C., Roanoke and Charlottesville, Va., Washington, D. C,, 
pee Baltimore, Md., as intermediate points on the extended 
route. 

State Airlines, Inc., of Charlotte, N. C., in No. 1711, has 
requested authority to transport persons, property and mail by 
air in scheduled operations over the following routes: (1) be- 
tween Charlotte, N. C., and Chattanooga, Tenn.; (2) between 
Norfolk, Va., and Columbia, S. C.; (3) between Wilmington, 
N. C., and Montgomery, Ala.; (4) between Savannah, Ga., and 
Montgomery, with service to specified intermediate points on 
each route. The applicant says it is now engaged in non- 
scheduled operations in transportation of passengers and prop- 
erty in the area proposed to be served in scheduled operations. 


Air and Sea Traffic 


The expansion of American markets by reason of faster 
travel on international air routes would result in enlarging, and 
not diminishing, the business of the American merchant marine 
because bulk shipments, to be made following trips of American 
business men by air, would travel by ship and not by plane, 
said L. Welch Pogue, chairman of the Civil Aeronautics Board, 
in an address at the first international civil aviation luncheon 
sponsored by the Aviation Section, New York Board of Trade, 
in New York, on January 24. 

“I want to make it unmistakably clear that, as I have just 
indicated, I do not believe that the air trade and travel routes 
will be the only trade routes of the future over which the com- 
merce of the world will move,” said Mr. Pogue. “Every new 
form of transportation, as well as creating new traffic, has 
diverted some traffic from older forms of transportation. To 
the extent that air transportation diverts traffic from surface 
— it will initially consist principally of passenger traf- 

ee 

He said that new air passenger business would constitute 
the major fraction of future international air travel, rather 
than business diverted from first and cabin class sea travel. 

“Some limited diversion of ocean cargo to the air will also 
take place,” he said, “but it will not constitute more than a very 
small fraction of the total, so far as we can now see. Until 
international air cargo rates can compete economically with 
— shipping rates the percentage of diversion will be 
small... 

Mr. Pogue said it would be a long time, if ever, before air 
cargo rates would be able even to approach most of the ocean 
rates, and that ocean transport, so long as it remained the 
cheapest means of freight movement in the world, must be 
counted on to continue to transport bulk cargo, adding that 
“air transportation will be obliged to be content with only a 
small amount of diverted cargo where time, competitive condi- 
—- or unusual circumstances control the medium of ship: 
ment.” 


The diversion of passenger traffic, and the limited diversion 
of cargo traffic to the air, he said, “most decidedly does not 
mean a destruction of the United States merchant marine. 
Ships will still carry the bulk of the exports and imports of the 
United States.” 


As to passenger traffic, Mr. Pogue said that a diversion of 
even all first and cabin class passenger traffic to the air would 
have its principal effect on foreign surface carriers rather thal 
on our own merchant marine. He said that if such a diversion 
took place, and United States air carriers captured only one- 
half of the diverted traffic, there would be a net gain to United 
States interests. In conclusion he said: 

“Air transportation will not destroy ocean shipping or ou! 
merchant marine. It is not at all improbable that these limited 
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adverse effects upon ocean shipping will never be noticed for 
the reason that the increased business activity which will be 
stimulated by air transportation will produce other new traffic 
in such abundance that the losses will be more than compen- 
sated for. Ocean shipping and air transportation are both des- 
tined to remain and both destined to grow.” 

Chairman Pogue received the New York Chamber’s award 
of merit for distinguished services to civil aviation in the United 
States. Mayor F. H. LaGuardia of New York made the pres- 
entation. John F. Budd, chairman of the chamber’s aviation 
section, presided and praised the work of the C. A. B. After 
the luncheon there was a round table discussion on “Legal 
Problems in Air Transportation,” with George Boochever, chair- 
man of the chamber’s legal affairs committee presiding. Par- 
ticipants included Glen D. Woodmansee, Dr. John A. Eubank, 
William A. Wherry and David E. Grant. 









U. S.-CANADA AIR ROUTES 


A review of “the 1940 arrangements for allocation of civil 
air routes between the two countries” was one of the items on 
the agenda of a meeting January 25, in New York City, of 
delegations representing the governments of the United States 
and Canada, according to a State Department announcement. 

The department indicated that the meeting would be in 
progress several days and said that subjects to be discussed 
would cover ‘matters arising out of the recent international 
civil aviation conference in Chicago.” ; 

Comprising the U. S. delegation, it said, would be: Stokeley 
W. Morgan, chief of the State Department’s aviation division; 
J. G. Parsons, of the State Department’s division of British 
commonwealth affairs; Edward P. Warner, vice chairman, and 
Oswald Ryan, member, of the Civil Aeronautics Board, and 
Lewis Clark, first secretary of the American embassy at Ottawa, 
Canada. 


















Aeronautical Research Policy 


In a statement submitted by the National Advisory Com- 
mittee for Aeronautics, the government’s aeronautical research 
agency, to the House select committee on post-war military 
policy, January 26, the committee gave its views as to what 
the government’s aeronautical research policy ought to be. 
In part the aeronautical committee’s statement said: 















Experience since the establishment of the National Advisory Com- 
mittee for Aeronautics by the Congress in 1915 has shown that the 
value of the airplane for national defense and for commerce has directly 
followed the evolution of an advancing technology based on research. 
Research made rapid strides as more facilities were provided for the 
N. A. C. A. The army and navy developed military applications of 
N. A. C. A. research results with the aid of their increased facility for 
testing and evaluation. The manufacturing industry, by the exercise 
of great initiative and technical competence, created superior airplanes 
of both military and civil types to meet ever-increasing performance 
requirements. 

The effects of accelerated enemy research and development in 
preparation for war helped to create an opportunity for aggression 
which was promptly exploited. This lesson is the most expensive we 
ever had to learn. We must make certain that we do not forget it. 

During the war, the N. A. C. A. has greatly expanded its research 
facilities at Langley Field, Moffett Field, and Cleveland, while the army 
and navy have correspondingly increased their facilities for experiment 
and evaluation. Furthermore, the airplane industry has been able to 
provide extensive development facilities of its own. As a result, Ameri- 
can airplanes are today superior in most respects. 

This lead may or may not be continued in the post-war period, 
depending on whether the present facilities in the country are used to 
full effect to advance the science and the technology of aeronautics. 
Results already obtained make it apparent that there are further oppor- 
tunities for substantial improvement in the performance of aircraft and 
equipment which can be realized only by a vigorous research pro- 
gram. ... 

The committee believes it to be in the public interest to foster 
a greatly increased civil use of the airplane, for domestic and inter- 
national airlines and for private operation. A vigorous civil aviation 
can affect favorably our domestic and international relations, both 
economic and cultural. At the same time it will contribute to national 
security by the support of a reserve of airplanes, operating and manu- 
facturing facilities, and civilians trained in the skills which are critical 
in time of war. 

The rate of growth of civil aviation will depend on the rate at 
which improvements in safety, performance, reliability, utility, and 
economy can be realized. However, to realize such improvements, re- 
search must solve some difficult problems associated with operations 
over extended ranges of distance and altitude, aggravated by the exten- 
Sion of airlines over areas of unusual weather and terrain. 

Experience clearly indicates that in time of peace the application 
of research results to military and naval objectives is extremely im- 
portant. Possible military applications must be explored by continuous 
experiment and testing by professional soldiers and sailors as a life 
work, and the products of industry must be evaluated by the military 
users. Such exploration and evaluation requires the full use of the 
facilities now available to the army and navy. 

rhe public interest requires that effective use be made of all 
ons facilities for research, development and evaluation, and that 

€y be kept modernized. The results of research conducted at public 




























































expense should be made available to manufacturers and operators in 






221 





such a manner as to stimulate the growth of healthy competition in 
the supply of goods and services. 





CARGO IN AIRPLANE AISLES 


Restricted types of cargo may now be carried in the 
aisles of airfreighter airplanes operated by the American Air- 
lines, according to an announcement by J. Stuart Riordon, 
central cargo ‘traffic manager. The new arrangement will en- 
able shippers to forward long, slender shipments by air. Pack- 
ages to be shipped under the new arrangement must be not 
more than 10 inches in diameter, if cylindrical, and no more 
than 10 inches around, if square or triangular in profile. The 
length is limited by the possibility of loading without mechan- 
ical adjustments to the airplane, and only two such pieces of 
cargo, properly packed and secured, may be carried in the 
same airplane. 


AVIATION AND RADIO CONTROL 

By the end of the fiscal year 1946, the Civil Aeronautics 
Administration would have in operation 58 high-frequency in- 
strument landing systems, by which would be eliminated the 
static interference that had characterized low-frequency air 
navigation facilities, said Thomas B. Bourne, director of federal 
airways of the C..A. A., in an address before the Dayton Engi- 
neers Club at Dayton, O. He said eight high-frequency landing 
systems had now been installed, that construction of ten others 
was under way and that the remaining 40 were expected to be 
completed in “the next 18 months.” He said that, at the present 
time, the army and the navy were providing funds to the 


C. A. A. for the operation of airport traffic control towers at 100 
locations. 


POGUE ON FOREIGN AIR TRANSPORT 


“As the airplane makes the world grow smaller, inter- 
national unity, cultural understanding, economic health an Gi 
enduring peace will be within our grasp,” said Chairman L.\", 
Welch Pogue, of the Civil Aeronautics Board, in an address / 
before the Voteless District of Columbia League of Women 
Voters in Washington, D. C., January 23. 

He said that air transportation, after the war, would “give 
to the nations of the world a new breadth of life’ and that 
travel for pleasure could increasingly become world travel, as 
it would take no longer than national travel by rail or highway. 
He said that tentative proposals of the C. A. B. for international 
air routes would add ‘roughly 75,000 miles” to the international 
air transportation system and “bring the total to around 125,000 
miles of globe-circling routes.” The yearly average passenger- 
miles per capita in the United States, he said, had increased 
from 114 in 1880 to over 350 in 1915, with respect to rail travel, 
and had expanded to 1,500 miles “when the automobile camé 
along. He observed that the average ton-miles of freight per 
capita in this country was 664 in 1880 and 2,402 in the decade 
1931-1940. Those examples, he said, were ‘only a few of the 
effects of transportation facilities upon trade and travel.” He 
quoted a declaration by Rudyard Kipling that ‘Transportation 
is civilization.” 


RADIO CONTROL AND TRANSPORT 


The Federal Communications Commission has issued orders 
in the proceedings before it involving allocation of frequencies 
“in the radio spectrum” to various classes on non-governmental 
services and for use in radio communications systems in rail- 
road operations (see Traffic World, Jan. 20, p. 173), directing 
those who desire to appear before it to argue why the commis- 
sion should order allocations different from those set forth in 
its so-called proposed report to file a written request with the 
commission on or before January 29. 

“If any such requests are filed,” the commission says in its 
orders, “oral argument will be held before the commission en 
banc, beginning February 14, 1945, at 10:30 a. m. All persons 
who have filed a request to be heard in such oral argument 
shall file with the commission on or before February 9, 1945, 
twenty-five copies of a brief. As early before the date of the 
oral argument as possible, the commission will issue a notice 
setting forth the order in which persons may be heard and the 
length of time to be allocated for argument.” 


CHRYSLER MAKES ROCKET SHELLS 

The Chrysler Corporation, in its Dodge and Highland Park 
plants, built nearly 150,000 rockets up to January 1, 1945, ac- 
cording to an announcement by the corporation released 
through the War Department. The rockets, for launching from 
airplanes, tanks and ships, is a 4.5 inch shell with an overall 
length of 32% inches. It is being used in both the European 
and Pacific war theatres. Equipment formerly used for making 


40-mm. gun barrels was converted to the manufacture of the 
rockets. 
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Travel Curtailment 


Director Johnson, of the Office of Defense Transportation, 
chairman of the war committee on conventions, has character- 
ized as “entirely without foundation,” a report that the Amer- 
ican Legion has obtained permission to hold a national conven- 
tion in Miami this year. His statement was prompted by a news- 
paper report under a Miami date line and attributed to Andrew 
G. O’Rourke, past Florida state commander, that “the Legion 
had been granted permission by the O. D. T. to meet this year 
and would seek hotel and auditorium space in Miami.” 

The war committee on conventions had not received an 
application from the Legion, Col. Johnson said, and the commit- 
tee “very definitely has not approved the holding of such a 
convention.” 

Only two of the first 110 requests for permission to hold 
group meetings with attendance of more than 50 persons had 
been approved by the war committee on conventions, the com- 
mittee announced January 22. 

Included among those organizations refused permits were 
national and regional trade associations, medical, educational, 
banking, agricultural, professional, government employe, re- 
ligious, fraternal, recreational, and social groups. In addition, 
a number of trade shows, exhibitions and market weeks were 
refused permits. 

The two organizations whose meetings received committee 
approval were the American Red Cross, which plans to conduct 
a series of regional meetings in connection with its forthcoming 
$200,000,000 War Fund Campaign, and the United War Fund 
of North Carolina, which will hold a one-day meeting of 65 
persons in Raleigh. 

Director Johnson, committee chairman, also announced an 
addition to the general exemption permitting meetings of 50 
persons or less. After February 1 purely local meetings of 
more than 50 persons using only city or suburban transit facil- 
ities—or in the case of rural communities, transit facilities 
within the normal trading area—and for which no hotel sleep- 
ing accommodations are necessary, are not required to file an 
application for a special permit. 4 

Director Johnson said, however, that the committee strongly 
urged that even meetings that do not require committee ap- 
proval be restricted to a minimum attendance or canceled 
outright, unless the meeting would actually and demonstrably 
further the nation’s war effort. 

Director Johnson said January 25 that traffic club meet- 
ings or dinners for more than fifty persons were ‘out’ if to 
hold them involved use of transportation facilities other than 
those customarily used by those attending such meetings in 
day-to-day travel within a city and its environments. The 
ruling as to purely local meetings, announced previously by 
the director, applied to traffic and similar organizations, he 
said. 

In the list of organizations denied permits to hold meet- 
ings were the Charlotte Traffic and Transportation Club, Char- 
lotte, N. C., which had asked for a permit for a meeting sched- 
uled for February 15, and the Bridgeport Traffic Association, 
Bridgeport, Conn., which had asked for a permit to hold a 
meeting February 19. 


Organizations announcing cancellation of plans to hold 
meetings included the National Aeronautic Association which 
cancelled its annual meeting scheduled to be held January 30-31 
at Denver, Colo., and the Packaging Institute, Inc., which 
cancelled its regular semi-annual dinner meeting scheduled for 
April 18. 

Other organizations that notified the O. D. T. of cancellation 
of meetings were the Ohio Motorbus Association, the American 
Steel Warehouse Association, the Carlot Egg & Poultry Ship- 
pers and Dealers, the Aviation Committee of the New England 
Council, and the Automotive Electric Association, Manufac- 
turers’ and Distributors’ Conference. 





GEORGIA TRUCKERS MEETING 

The Motor Vehicle Association of Georgia will hold its an- 
nual meeting at the Ansley Hotel, Atlanta, January 30. It will 
consider reports of committees and elect officers and board 
members. Walter Miles, secretary of the Motor Carriers’ South- 
ern Claim Conference, will report on the activities of the con- 
ference in the last year. There will be a social hour at 6:00 
p. m. and the annual dinner will be served at 7:00 p.m. Ted V. 
Rodgers, president, American Truckings Associations, Inc., 
Washington, D. C., will be the dinner speaker. 


ANTITRUST LAWS IN TRANSPORTATION 
The United Fresh Fruit and Vegetable Association, in a 
resolution adopted at its annual meeting at the Stevens Hotel, 
Chicago, January 25, called on Congress to adopt legislation 


TRAFFIC WORLD 


to “clarify government policy” on the application of antitrust 
laws to transportation. 

“Prompt adoption of appropriate legislation which will re. 
move all existing doubt and will expressly authorize, inder 
proper supervision of the Interstate Commerce Commission, 
conference and cooperation between the carriers and the ship- 
ping public and between the carriers themselves,” the resolv. 
tion said, was necessary ‘for the purpose of achieving effi iency 
and economy in operation, the elimination of wastefu! and 


destructive competition and the orderly marketing of the na. 
tion’s goods.” 


MICHIGAN TARIFF BUREAU 


The Michigan Intra-State Tariff Bureau, at its annual 
meeting at Lansing, Mich., January 16, elected the following 
officers: 


President, A. F. Mathews, Consolidated Freight Company, Saginaw; 
vice-president, G. H. Duncan, Associated Truck Lines, Inc., Detroit; 
secretary and treasurer, C. B. Seitz, Michigan Motor Freight Lines, 
Detroit; members of the executive committee, F. L. Hooker, Hooker 
Motor Freight, Grand Rapids; T. D. Knox, Doyld Freight Lines, Sagi- 
naw; J. D. Mulvena, Mulvena Truck Lines, Inc., Alpena; C. C. Prichard, 
Earl C. Smith, Ine., Port Huron. . 


Members of the Michigan Public Service Commission and 
members of its staff were guests at the bureau’s annual dinner 
which followed the meeting. 


Heavy Loading Rate Cuts 


“Owing to the present situation respecting travel and trans- 
portation conditions, the Office of Defense Transportation has 
not deemed it advisable to issue a permit for the hearings on 
the proposed changes in rates and carload minima on certain 
commodities announced to be held in the Palmer House in Chi- 
cago on February 6 and 7, 1945, and has requested their tem- 
porary postponement. On this account, these hearings cannot 
be held on the dates mentioned, and are therefore temporarily 
postponed to a time and place later to be announced,” says 
E. H. Burgess, chairman, Traffic Executive Association—Eastern 
Territory. 

E. H. Burgess, chairman, Traffic Executives’ Association of 
the eastern railroads, in a public notice of hearings on proposed 
reductions in specific commodity rates coupled with increases 
in carload minimums, to be held at the Palmer House, Chicago, 
February 6 and 7 (see Traffic World, January 20, p. 149), had 
asked those desiring to be heard to notify him promptly in 
writing, at 143 Liberty St., New York, of the commodities on 
which they wished to be heard and of the approximate time 
required for their presentations. 

The proposal of the eastern railroads to publish reduced 
commodity rates in connection with alternative increased min- 
imum weights will be a subject for discussion at the meeting 
of the traffic council of the Chicago Association of Commerce 
February 1. In a bulletin containing notice of the meeting, 
mailed to members of the council January 22, they are urged 
to consider the proposals as illustrating a general principle 
rather than merely as applying specifically to the commodities 
listed for consideration at the hearing in Chicago. 

The hearing, says the traffic council bulletin, is merely 
the forerunner of others “which will inject the alternate rate 
basis into the national rate structure in the postwar period.” 
It is important, it continues, for shippers to “give careful con- 
sideration to the effect of such a proposal upon the movement 
of their traffic and the sale and distribution of commodities in 
which they are interested.” 


The bulletin urges the members of the council to give 
thought to several angles of the matter. These include its 
“effect on the commercial practices of selling”; whether or not 
the proposed 10 per cent reduction would be a “reasonable 
discount” in view of the proposed ‘substantial increases” in 
minimum weights; whether or not the principle ought to be 
applied as a dual or a multiple system of minimum weights; 
“whether or not the 10 per cent reduction is sufficient to justify 
buyers in purchasing the larger quantities,’ and whether the 
reductions ought to apply only when transits are limited to a 
single stop, as provided in the railroad proposal, or whether 
they ought to apply under the transit provisions of the existing 
tariffs. 





Oo. D. T. EXPEDITING ORDERS 
The Office of Defense Transportation has issued special 
order O. D. T. E-5, to expedite the collection and delivery of 
shipments transported in line-haul service in the Fresno, Calif, 
area, and special order O. D. T. E-8, expediting collection and 
delivery of line-haul shipments in the Little Rock, Ark., area. 
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0. D. T. Operation of Truck Lines 


Four additional truck lines out of the total of 90 mid- 
western truck lines remaining under government control have 
peen taken over for physical operation by the Office of De- 
fense Transportation, bringing to seven the number of those 
lines subjected to physical taking over of their properties by 
the O. D. T., according to information from O. D. T. officials 
in Washington. 

The four additional trucking companies whose properties 
have been taken over for operation by Ellis T. Longenecker, 
federal manager of the midwestern truck lines under govern- 
ment control, and his assistants, are: Century Motor Freight, 
of St. Paul, Minn.; Healzer Cartage Co., of Hutchinson, Kan.; 
Matthews Freight Service, Inc., of Grand Rapids, Minn., and 
R-B Freight Lines, Inc., of Aberdeen, S. D. Taken over earlier 
by the federal manager were the Janke Transfer Co., of De- 
troit Lakes, Minn., Midnite Express, Inc., of Fargo, N. D., and 
Wilson Storage & Transfer Co., of Sioux Falls, S. D. (see 
Traffic World, Dec. 16, 1944, p. 1584). 

Out of the total of 103 trucking companies placed under 
government control last August as a result of refusal of the 
truck line operators to put into effect wage increases ordered 
by the National War Labor Board, 13 have been removed 
from such control by O. D. T. orders terminating possession 
and control (see Traffic World, Dec. 23, p. 1634). 

The O. D. T. has made public the text of a letter addressed 
by Director Johnson to Senator Gurney, of South Dakota, set- 
ting forth a contention by the O. D. T. director that, with 
respect to those of the midwest trucking companies under its 
control that it has taken over for actual operation, the O. D. T. 
“should not pay state, privilege, use, sales, and similar excise 
taxes where there is no lawful obligation upon the part of the 
government to pay them.” 

Copies of the letter were sent to Senator Bushfield and 
Representatives Case and Mundt, of South Dakota. 

Director Johnson revealed, in the letter, that the federal 
government had advanced $25,000 to the Wilson Storage & 
Transfer Co., of Sioux Falls, S. D., and $10,000 to R-B Freight 
Lines, Inc., of Aberdeen, S. D. (both of which had been taken 
over by the O. D. T. for actual operation), because they had 
been unable to pay current expenses out of current receipts. 
He said O. D. T. representatives had called on “the states con- 
cerned” to present the position of the O. D. T. with respect to 
payment of state taxes, other than property taxes, by the truck 
lines it was operating and indicated that there had been some 
disagreement by the state officials with respect to the O. D. T. 
contentions. He suggested a meeting of representatives of those 
states with O. D. T. officials “‘to explore the problems together.” 
He said that some of the 103 truck lines originally placed under 
government control last August were in a precarious financial 
condition at that time, and observed that “their rates, while 
slightly higher than pre-war rates, have not increased in the 
same proportion as their operating costs such as fuel, equip- 
ment, parts, tires, labor and taxes.” His letter included the 
following: 





















































































Shortly after the lines were taken in the possession of the gov- 
ernment it became apparent that the Wilson and R-B companies were 
unable to pay current expenses from current receipts. On August 25, 
1944, $10,000 was advanced by the government to Wilson for the pur- 
pose of assisting it to continue operations, and on September 7, 1944, 
an additional $15,000 was advanced for the same purpose. $10,000 was 
advanced the R-B company on September 9, 1944, so that it could con- 
tinue functioning. At the time of making these advances it was hoped 
that the two lines would be able to adjust their businesses in such a 
manner as to enable them to continue doing business without further 
assistance from the government. On or about November 1, 1944, Wilson 
again was short of cash and was unable to meet its payrolls. There- 
upon the actual operation of the business was taken over by the gov- 
ernment. The R-B company’s financial problems became acute the latter 
part of December and it was in need of additional funds if it were to 
continue in business. This line was taken over for actual operation by 
the government on December 30, 1944. The properties of both lines are 
now operated by the government as a government venture. The opera- 
tion is for the account of the United States. The government will stand 
the losses; any profits will be government profits. The government, of 
course, upon determination by the appropriate authority will be re- 


= to pay compensation to the carriers for the use of their proper- 
ies. f 





































































































































I should like to point out that in the case of Wilson and R-B, the 
actual operation was not undertaken by the government to bring about 
compliance with an order of the War Labor Board. The actual opera- 
tion was undertaken because it was felt that the two lines should con- 


tinue to function in order to provide adequate war time transportation 























to communities through which they operate. Had we felt that their 

operation was no longer necessary for the successful prosecution of 

the war we would have made the determination contemplated by para- 

sraph ! of Executive Order No. 9462 and relinquished government -pos- 

session and control. 

the Fx ‘ling as we do that the lines should continue to be operated in 
in 


erest of the war effort, the question arises as to the extent the 
80vernment should spend government funds to pay certain types of 
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taxes which lawfully may not be imposed upon the federal govern- 
ment. If the federal government is to have the responsibility of fur- 
nishing transportation to the communities involved, then, should it 
not be expected to provide such service with the least possible expendi- 
ture of federal funds? It was for this reason that we concluded that 
we should not pay state, privilege, use, sales, and similar excise taxes 
where there is no lawful obligation upon the part of the government 
to pay them. Property taxes against the property in the possession of 
the government will of course continue to be assessed and in due time 
will be paid. We expect to comply with all regulatory requirements of 
the states such as rate, size and weight, safety, speed, and other 
police regulations. We expect to take appropriate steps to identify the 
vehicles which are operated by the government so that they can be 


readily distinguished from vehicles which are operated by private 
persons, 


Director Johnson referred to a letter addressed by Gov- 
ernor Sharpe, of South Dakota, to Senator Gurney, a copy of 
which the latter had submitted to the O. D. T. director, and 
noted that the governor mentioned the filing of a claim by the 
federal manager of the midwest truck lines for a refund of 
one-half year’s tax on the compensation plates issued to the 
Wilson Storage & Transfer Co. on July 1, 1944. Director John- 
son said he was informed that such an application for a refund 


had not been filed by the federal manager or any of his rep- 
resentatives, and added: 


We make no claim to such a refund or do we have any interest in 
any action that the state of South Dakota takes upon the application 
should a refund be claimed by the Wilson Co. On the other hand, we 
have no way in which we may stop Wilson from filing such an appli- 
cation but the disposition of the application is a matter entirely be- 
tween the Wilson Co. and the state. 

The question of what taxes the federal government must pay as a 
matter of law is, of course, legal in nature. In arriving at an answer 
we will find, no doubt, honest differences of opinion. 

It was for this reason that a representative of my Office called 
upon the states concerned prior to January 1, 1945, and informed them 
of our conclusions with respect to our tax liability and our intentions 
with respect to the payment of taxes. At the conclusion of our con- 
ferences with the state people separately, it was our impression that 
representatives of the various states felt they should meet at some 
central point to explore the problems together. We feel that such a 
meeting is desirable and if such a meeting is held, I shall be pleased 
to arrange for a representative of my office to be in attendance, should 
the states so desire. 

I am not unmindful that our decision means less revenue for the 
states. On the other hand, I am hopeful that the period of time during 
which it will be necessary for the federal government to actually 
operate any of the truck lines will be extremely short. In any event, 
the Act of August 29, 1916, Sec. 1361, Title 10 U. S. Code, which is the 
authority under which the motor carrier transportation systems were 
taken in the possession of the Government and are being operated, is 
a war measure. Consequently, our activities in this field will not ex- 
tend beyond the war period. 

We have no desire to make a profit for the government from the 
operation of these truck lines at the expense of the states but, on the 
other hand, we feel that we should not incur any greater loss on the 
part of the government than is absolutely necessary. We are effectu- 
ating certain economies in the operations and it may be that we wiil 
be able to show ‘some profit. We have not operated the lines for a 
long enough period of time to accurately forecast the results. How- 
ever, should we be able to operate the lines at a profit we then will 
give consideration to applying such profits as we may realize for the 
payment of taxes imposed by the various states. 


Director Johnson has issued his notice and order of ter- 
mination No. 12, relinquishing possession and control by the 
O. D. T. of the motor carrier transportation system of Wichita 
Forwarding Co., Kansas City, Mo., one of the 103 midwest 
truck lines taken over last August by the O. D. T. Termination 
of O. D. T. possession and control of this carrier was made 
effective, under terms of the order, at 12:01 a. m., January 23. 
The O. D. T. said the Wichita Forwarding Co. had complied 
with the conditions of the War Labor Board’s order in the 
midwest truck case affecting back pay and wage increases. 


Freight to East.Embargoed 


Acting under direction of Director Johnson, of the Office 
of Defense Transportation, the car service division of the Asso- 
ciation of American Railroads, late January 22, issued its em- 
bargoes Nos. 35 and 37 designed to give the railroads in the 
eastern part of the United States “a breathing spell” to combat 
a traffic jam resulting from bad weather conditions. Both em- 
barges were marked “due to weather conditions.” 

Both were made effective at once with expiration dates of 
12:01 a. m., January 28. There are exceptions in No. 35 and 
No. 37 was amended January 23 to except export grain. 

No..35 is against all carload and less than carload freight 
consigned, reconsigned or intended for destinations in the 
United States east of Lake Michigan, Chicago Switching Dis- 
trict, Line of Alton Railroad from Chicago through Springfield 
to St. Louis, St. Louis-East St. Louis Switching District, Missis- 
sippi River, St. Louis to Cairo, Ill., and north of: Ohio River, 
Cairo to Huntington, W. Va., C. & O. Railway, Huntington to 





Potomac Yard, Va., Potomac River and Chesapeake Bay to 
Hampton Roads. 


Exceptions are: 


1. Carload and less carload freight originating within embargoed 
territory described above. 
2. Carload and less carload freight originating in Canada when 


consigned to embargoed territory via interchange points east of Lake 
Ontario. 


Live stock including live poultry. 

Fresh and frozen meats. 

Coal and coke. 

Traffic consigned direct to ports for export. 
Products loaded in tank cars. 

Traffic moving on government bills of lading. 


. Traffic moving on commercial bills of lading when consigned 
to army or navy ordnance plants. 


10. Less than carload foodstuffs. 
11. Less than carload drugs and medical supplies. 
12. Freight consigned to local stations on I. C., C. 1. & L., C. M. 


St. P. & P., C. & E. I., G. M. & O. and Illinois Terminal in embargoed 
territory. 
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Embargo No. 37 is against all shipments of bulk grain, 
including soy beans, originating in Illinois, Indiana, Ohio and 
Michigan when consigned, reconsigned or intended for destina- 
tions east of a line extending through but not including Toledo, 
Columbus and Cincinnati, O. As originally issued there were 
no exceptions but, as stated, export grain later was excepted 
from the embargo. 

Because of continued blizzards and exceptionally heavy 
snowfall that have seriously interfered with the operation of 
rail lines in the area east and south of the Great Lakes, the 
Association of American Railroads late January 25, issued CSD 
embargo No. 43 prohibiting the consignment of all except war 
freight to, through, and within the affected area. 

The embargo was issued at the direction of the Office of 
Defense Transportation, in order to keep essential lines open 
for the movement of freight to the seaports for export, freight 
moving on government bills of lading, and also that consigned 
to army and navy ordnance plants, and other freight certified 
by the chiefs of the transportation branches of the army and 
navy to be essential to the armed services, said the A. A. R. 

The embargo, which becomes effective at 12:01 a. m., 
Saturday, January 27, and remains in effect until 12:01 a. m., 
Tuesday, January 30, provides that “no railroad operating in 
the United States, Canada, or Mexico, will place cars for load- 
ing, or sign or issue bills of lading for carload or less carload 
freight consigned, re-consigned, or intended for destinations in, 
or moving via any railroad through the states of Indiana, lower 
Peninsula of Michigan, Ohio, Pennsylvania, New York, Mary- 
land, District of Columbia, Delaware, New Jersey, West Vir- 
ginia, and Virginia north of line of the Chesapeake and Ohio 
Railway extending from Huntington, W. Va., to Potomac 
Yards, Va. 

“By stopping the flow of all freight other than war freight 
into and through the storm-bound section and surrounding ter- 
ritory, it is expected that congestion can be so far relieved by 
next Monday night as to permit the resumption of the usual 
current freight movements,” said the A. A. R. 

C. S. D. Embargo No. 43 supersedes C. S. D. Embargoes 
35 and 37, which are cancelled, effective 12:01 a. m., January 27. 


Rerouting Service Order 


Because of extreme weather conditions in 18 eastern and 
mid-western states, the Commission, division 3, has issued serv- 
ice order No. 275, effective from January 20 to February 20, 
unless otherwise changed. The order directs railroads oper- 
ating in the affected states to forward freight traffic routed 
over their lines by routes most available to expedite its move- 
ment and prevent congestion without regard either to the 
routing made by shippers or by carriers from which the traffic 
was received, or to ownership of cars. The affected states were 
Connecticut, Delaware, Illinois, Indiana, Kentucky, Maine, 
Maryland, Massachusetts, Michigan (lower peninsula), New 
Hampshire, New Jersey, New York, Ohio, Pennsylvania, Rhode 
Island, Vermont, Virginia, and West Virginia. 

Practices of the carriers involved with respect to car serv- 
ice were suspended and superseded insofar only as conflicting 
with the order, and the order’s provisions applied to interstate, 
intrastate, and foreign commerce, said the order. 

It further said that “inasmuch as such disregard of rout- 
ing is deemed to be due to carrier’s disability, the rates ap- 
plicable to traffic so forwarded by routes other than those 
designated by shippers, or by carriers from which the traffic 
is received, shall be the rates which were applicable at date of 
shipment over the routes so designated. 

With respect to division of rates, the order continued: 


In executing the orders and directions of the Commission provided 
for in this order, common carriers affected shall proceed, even though 
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no division agreements are in effect, over the routes authorized; diyj- 
sions shall be, during the time this order remains in force, voluntarily 
agreed upon by and between said carriers; and upon failure of saiq 
carriers to so agree, the divisions shall be hereinafter fixed by the 
Commission in accordance with pertinent authority conferred upon it 
by the interstate commerce act. If division agreements now exist on the 
traffic affected, over the routes herein authorized they shall not be 
changed or affected by this order. 


Permits for Mexican Shipments 


Shippers desiring to ship carload traffic to Mexico face 
return of their shipments if they do not comply with the re- 
quirements of I. C. C. Service Order No. 107 and Embargo 
CSD 400 it is pointed out by H. J. Arnett, assistant to the 
chairman of the car service division of the Association of 
American Railroads, in charge of the permit system established 
by the embargo against carload traffic to Mexico. In discuss- 
ing this situation, Mr. Arnett said: 


In order to comply with the provisions of reinstated Interstate Com- 
merce Commission Service Order 107, we are forced in some instances to 
decline to issue permits after cars have been loaded without applications 
having been filed and granted. There have been many instances where 
cars have been loaded and moved to a connection of the National Rail- 
ways of Mexico and rejected by the latter in the absence of a permit, 
Such loads have frequently been returned to shippers for unloading. 

This is a very distasteful action for a railroad man to take who has 
been trained in providing for and affording rail service to the public, 
but we must obey the mandate of the Commission, and it can only be 
done by restricting the loading to a specific number of cars per day. 


Applicants for permits to ship carload traffic when routed 
to points on or via National Railways of Mexico are advised 
as follows by Mr. Arnett: 


We frequently receive complaints from shippers regarding delays in 
issuing permits. May we repeat that such delays are unavoidable. They 
are due to the extremely heavy war load being carried by the National 
Railways of Mexico, which has been increased by the diversion of steam- 
ships formerly operating in coastwise and gulf service to meet the needs 
of war. These conditions will no doubt continue for the duration of 
hostilities. Therefore, the patience and tolerance of U. S. and Canadian 
exporters is requested. 

These restrictions are now further tightened by the provisions of 
reinstated I. C. C. Service Order 107, effective January 1, 1945, the pri- 
mary purpose of which is to promptly establish a reduction in the large 
number of cars owned by U. S. and Canadian roads now in Mexico, 
correspondingly relieving the tight car situation in this country and 
Canada by restricting the average daily deliveries to a specific ratio of 
cars returned by Mexican roads. 

Due to the above limitations the total volume of traffic being offered 
for movement into Mexico is appreciably in excess of that which can be 
accepted; therefore, the management of the Mexican government roads 
has stationed a representative in Washington to advise concerning com- 
modities that are needed to meet the immediate requirements of Mex- 
ico’s war effort and its economic life. This screening will obviously 
eliminate commodities which do not come within this category. How- 
ever, shippers may appreciably minimize the effect of these restrictions 
by loading all cars to full carrying capacity. In fact, this is the only 
condition under which permits will be granted. Applications should be 
withheld unless and until this condition can be met. 

Shippers may also be of assistance to this office in expediting con- 
sideration of applications for permits if they will make all inquiries 
regarding their status in writing instead of by telephone. 


E. F. Lacey, executive secretary of the National Industrial 
Traffic League, brought to the attention of the A. A. R. the 
letter of a League member stating that under the present 
method of handling carload shipments to Mexico, it was neces- 
sary to receive the A. A. R. permit before a car was forwarded 
and that this resulted in much inconvenience and delay. Ques- 
tion was raised as to whether a shipper might be advised as to 
the equalization of cars to Mexico versus from Mexico as re- 
quired by Service Order No. 107. 

Answering, L. M. Betts, manager of the A. A. R. railroad 
relations section, admitted there was “much inconvenience and 
delay,” and, in part, said: 


For the month of January we are instructed that there shall not be 
delivered to Mexico more than 80 per cent of the number of cars that 
were returned to us during December. There having been permits 
issued in December on a more generous basis than this, it is now neces- 
sary in January to severely limit the number of permits issued in order 
to cut down the flow of traffic to the required number. At the present 
time we are not accepting requests for permits covering additional ship- 
ments to Mexico because there are in our possession approved applica- 
tions for all of the cars that we believe can be permitted to be joaded 
for at least thirty days. If the return movement from Mexico in Jan- 
uary improves substantially over the number of cars received during De- 
cember, the volume of permits to be issued in February probably would 
be on a little more generous scale. So-far this month the number of 
cars received in almost exactly even with the number received during 
the -same period in December... 


I do not believe that there would be any benefit to your membership | 


by our advising you as to the average daily number of cars that are 
likely to be permitted in any particular month because this would only 
serve to raise a question in the mind of each individual shipper 4s to 
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whether or not he was getting his share. As to this, necessarily de- 
pendence must be placed upon operation of the embargo permit ma- 
chinery. We are thoroughly conscious of our responsibility for non-dis- 
criminatory application of the embargo provisions. Also, as is under- 
stood by the I. C. C., we are being guided to some extent by the advice 
received from the representative of the National Railways of Mexico sta- 
tioned in Washington through whom are channeled requests from Mex- 
ico for traffic which is considered preferentially essential for their econ- 
omy. Under such circumstances, information that we were issuing per- 


mits for 25, 50 or 75 cars per day in any one month would be of little 
value to individual shippers. 


Oo. D. T. CONSERVATION ORDERS 


The Office of Defense Transportation has issued supple- 
mentary O. D. T. 3 orders authorizing coordinated operations 
in the areas indicated: Rev. 494, between Houston and Lagrange, 
Tex.; Rev. 495, between Evanston, Wyo., and Ogden.and Salt 
Lake City, Utah; Rev. 496, in Minnesota; Rev. 497, in Missis- 
sippi; Rev. 498, between Knoxville, Tenn., and Bristol, Va.- 
Tenn.; and Rev. 500, between Rochester and New York, N. Y. 

The O. D. T. has issued supp. order O. D. T. 6A-86, co- 
ordinated operations within Tulsa, Okla., area; supp. order 
0. D. T. 6A-87, within Memphis, Tenn., metropolitan area; and 


Supp. order O. D. T. 6A-81, within county of San Francisco, 
Calif. 


ASPHALT IN TANK CARS 


The Office of Defense Transportation, January 24, said that 
civilian shipments of asphalt would have to be greatly curtailed 
in the coming months due to the critical shortage of railway 
tank cars. 

“Of the 145,000 tank cars of all kinds now in use, about 
12,000 would, in normal times, be used to transport asphalt 
during the warm months of the year,” said A. V. Bourque, di- 
rector of O. D. T.’s tank car division. ‘In the future, not nearly 


so large a percentage can be spared from the hauling of vital 
war commodities.” 


TIRE CONSERVATION 


A tire conservation campaign has been begun under the 
auspices of the Office of Price Administration, the Office of De- 
fense Transportation, the Bureau of Motor Carriers of the Com- 
mission, motor carriers and their associations, and tire recapper 
groups. Representatives of these groups in the Chicago area 
have worked out a plan to give effect to the program there. 
Under that plan, it was announced, the O. P. A. would ration 
a certain number of tires from its January and following quotas 
for use by motor carriers for the exclusive purpose of substi- 
tuting for running tires, which will be removed and recapped. 
This recapping process is to be continued to bring about the 
recapping of as many tires as possible. It is emphasized that 
the plan is to supplement normal recapping practices of motor 
carriers and is not a substitute for such practices. 


Oo. D. T. APPEAL DECISIONS 


Director Johnson, of the Office of Defense Transportation, 
has acted on decisions of subordinate reviewing authorities in 
the following appeal matters: 


No. 82. Affirmed action of regional director, highway transport 
department, region 8, in denying application of Eugene R. Seward 
for special permit to furnish taxicab service at Bothell, Wash. 

No. 83. Affirmed action of regional director, highway transport 
department, Atlanta, Ga., in denying application of Wilton Harper, 
Wray, Ga., for revision of a certificate of war necessity and approval 
for extension of motor-carrier operations. 


Director Johnson has affirmed denial by the O. D. T. dis- 
trict manager at Boise, Ida., and by the regoinal director of 
the highway transport department at Denver, Colo., of a joint 
application filed by Garrett Freightlines, Inc., and Cotant Truck 
Lines, Inc., for relief from the circuitous route provisions of 
general order O. D. T. 3 revised, as amended. Denial was con- 
tained in appeal decision No. 84. The director said the appli- 
cants, having been denied a permit covering the movement of 
freight between San Francisco and Salt Lake City over a cir- 
cuitous route, had filed a supplemental application with respect 
to such freight movements and also with respect to the move- 
ment of so-called transcontinental freight between San Fran- 
Cisco, Laramie, Wyo., and Denver and points beyond, via Twin 
Falls, Ida. Commenting on his decision, Director Johnson said: 


Although I have arrived at my conclusions without reference to 
Suppiementary order O. D. T. 3, Revised-416, issued November 25, 1944, 
the force of its provision is not to be overlooked or disregarded by the 
Carriers. That order has specific application to the carriers here in- 
volved and defines in no uncertain terms what is required of them. 
Under its provisions, if they are to continue to handle the traffic under 
Consideration, they must see that it is routed over the direct route; 
otherwise they should refuse it so that it may be tendered to carriers 
who will see that it is transported over such route. 


Tires for Household Carriers 


Protest against action of the War Production Board chang- 
ing from Class I to Class 2, “without an earthly sign of justi- 
fication,” the tire essentiality classification of household goods 
carriers has been made by J. F. Rowan, acting executive 
secretary of the Household Goods Carriers Conference of the 
American Trucking Associations, Inc. 

“In taking this action,’ said Mr. Rowan in a message to 
members of the conference, “the War Production Board has 
favored several million private truck operators over the house- 
hold goods common carrier. It is the public that is going to 
suffer. Therefore, its voice with yours to members of Congress 
will bring about the investigation to expose the asinine, bureau- 
— handling of a comparatively simple transportation prob- 
em. 

“Everyone knows there is a scarcity of tires but there is 
enough if not plenty for essential public transportation. The 
new January 1 essentiality list adds 28 new services and com- 
modities to Class 1 preference but reduces household goods 
carriers to Class 2, being the only common carrier so treated 
and in favor of literally millions of trucks performing private 
transportation.” 

In a letter to S. W. Anderson, program vice-chairman of 
the W. P. B., Mr. Rowan said the number of vehicles engaged 
in over-the-road transportation of household goods would not 
exceed 15,000 and would be closer to 10,000. 

“However, to be conservative we compare the 15,000 vehi- 
cles to the 4,959,710 in over-all us eto discover that your ad- 
visors having established a 189 per cent increase in preference 
rating, propose to meet that increase by denying tires to house- 
hold goods trucks which represent only .003 of the total trucks 
in operation,” said he. 

Mr. Rowan wrote letters to Chairman Krug, of the W. P. B., 
and Brig. Gen. W. J. Williamson, chief of ‘the traffic control 
division of the Army Service Forces, bringing to their attention 
the household carriers’ views on the tire action of W. P. B. 


“The situation created has reached a point where it is 
deemed advisable to inform the War and Navy Departments, 
the Office of Defense Transportation, Interstate Commerce Com- 
mission and other government and public agencies of the reason 
why the nation-wide public services of the household goods 
mover is collapsing for the want of replacement of tires, which 
tires although vitally essential represent only an insignificant 
amount of the sizes of tires we know to be available and the 
distribution of which is being wasted upon many transportation 
activities of private nature that have absolutely no bearing upon 


public welfare or the war effort,” said he in his letter to Chair- 
man Krug. 


Mr. Rowan appealed to General Williamson to use the 
influence of his office to aid the household goods carriers to 
obtain tires. He asserted that investigation by the household 
carriers “plainly indicated that tires in sizes suitable to our 
requirements are available” but that local rationing boards 
would not give the household carriers consideration because of 
the Class 2 rating accorded them by W. P. B. 


At the W. P. B. it was stated that the tire essentiality list 
had been made up in the light of the tire supply, the military 
demands, and the essentiality of the services of the various 
classes of motor vehicles. It was indicated that the W. P. B. 
officials in charge of the matter, after full consideration of the 
facts, had concluded that household goods moving should be 
put in Class 2 in order that the tire supply could be spread fur- 
ther among services deemed more essential. Where movement 
of household goods of a considerable number of persons to war 
plants was necessary, it was stated, and household goods movers 
needed tires for such operations, the tires would be provided, 
it was stated. 

“Household goods moving has been our No. 1 headache,” 
said Dr. W. L. Fair, chairman of the W. P. B. subcommittee on 
priority lists. “The problem has been a tough one. I suppose 
it has caused more grief than any other. An original Class 3 
rating was uprated to Class 1 in the fall. Now it has been set 
back to Class 2. It is possible that it will be uprated to Class 1 
this spring in line with seasonal spring moving demands.” 


MOTOR CARRIER STATISTICS 


Reports from a total of 1,601 Class I motor carriers of 
property (those having gross operating revenues of $100,000 or 
more annually) for the third quarter of 1944 showed that those 
carriers had, in that three months’ period, total operating rev- 
enues of $210,085,713 as against $206,146,464 in the same quar- 
ter of 1943, total expenses of $202,385,997 as against $195,111,516 
in the corresponding quarter of 1943, and net income after in- 
come taxes of $5,929,047, compared with $7,796,375 in the third 
quarter of 1943, according to a compilation issued by the Com- 
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mission’s Bureau of Transport Economics and Statistics and 
designated as statement Q-800. 

Expenditures of the carriers for operation and maintenance 
in the 1944 period totaled $164,846,681, as against $157,622,278 
in the same period of 1943, the compilation showed. This in- 
cluded equipment maintenance and garage expense of $33,539,- 
731, compared with $30,325,123 in the 1943 period. Net operat- 
ing revenues were shown as $7,699,716 and $11,034,948 for the 
1944 and 1943 quarters, respectively. Net income before income 
taxes was shown as $9,878,109 in the third quarter of 1944 and 
$12,558,104 in the third quarter of 1943. 

Included among the reporting carriers were 351 local car- 
riers whose operating revenues in the third quarter of 1944 
totaled $35,460,994 while their operating expenses totaled 
$33,064,783, leaving net operating revenue of $2,396,211. Their 
operating revenues and expenses in the same period of 1943 
totaled $33,836,293 and $31,110,251, respectively, leaving net 
operating revenue of $2,726,042. Their net income before income 
taxes in the 1944 period was $4,623,842, and, after income taxes, 
$2,995,942. In the third quarter of 1943, they had net income 


before income taxes totaling $4,465,956, and, after income taxes, 
$2,732,633. 


TRUCK EQUIPMENT LOANS 


Secretary of Commerce Jones has announced that the 
Defense Plant Corporation, the R. F. C. subsidiary, had author- 
ized execution of a contract with Adkins Transfer Co., Inc., 
Indianapolis, Ind., to provide automotive transportation equip- 
ment at a cost of approximately $60,000 for operation in Ten- 
nessee, Kentucky, Indiana, and Illinois. Adkins would operate 
the equipment with title remaining in D. P. C., said he. 

Secretary Jones also has announced authorization by the 
D. P. C. of execution of a contract with The Mason & Dixon 
Lines, Inc., of Kingsport, Tenn., to provide transportation 
equipment for operation in Tennessee and adjacent states at a 
cost of about $150,000, and of a contract with Miller Motor 
Express, of Charlotte, N. C., to provide additional transporta- 
tion equipment for operation in the middle Atlantic states at 
a cost of approximately $75,000, resulting in an over-all com- 
mitment, with respect to Miller Motor Express, of about 
$135,000. In each instance, the motor carriers would operate 
the equipment and title thereto would remain in the D. P. C., 
according to the announcement. 


Truck Production 


In view of increased civilian and military requirements, 
tentative schedules of the War Production Board for 1945 call 
for production of 869,212 trucks of all types this year, as 
against 743,750 (excluding half-trucks and armored cars) pro- 
duced in 1944, according to a W. P. B. announcement. 

The W. P. B. said that the scheduled production total for 
1945, “still subject to further increases,” comprised the follow- 
ing: Light trucks, 296,985; medium trucks, 184,436; light-heavy 
trucks, 322,734, and heavy-heavy trucks, 65,057. The 1944 pro- 
duction figure, it said, consisted of 247,113 light trucks, 175,370 
medium trucks, 256,185 light-heavy trucks, and 65,082 heavy- 
heavy trucks. It said that Hiland G. Batcheller, its chief of 
operations, had informed the heavy truck labor advisory com- 
mittee that the W. P. B. was now compiling monthly reports 
on production of trucks and other critical war materials. The 
W. P. B. stated that in December, 1944, the output of light- 
heavy trucks was 2,000 above the annual peacetime output and 
the number of heavy-heavy trucks produced exceeded the an- 
nual peacetime average by 400. 

Members of the labor advisory committee, the W. P. B. 
said, joined with W. P. B. officials in agreement that truck 
production could be increased through regular consultation with 
other labor advisory committees concerned with output of auto- 
motive vehicles, and expressed the view that no manpower 
shortage existed in truck assembly plants, though severe short- 
ages did exist in many foundries producing basic component 
parts for trucks. The W. P. B. said the committee also made 
the following presentation: 


Greatest heavy truck output will require these steps: Full utiliza- 
tion of existing plant facilities; no idle machines in factories in which 
workers are waiting around for work; use of subcontractors to supple- 
ment home plant facilities—not to take their place; a seven-day week 
must be instituted in critical sections of a plant to insure continuous 
operations on assembly lines; no usable foundry should lie idle for want 
of contracts; better planning and early placement of orders with sup- 
pliers of component parts; plants that are holding back war production 
in favor of production for the post-war period must be checked; elim- 
ination of re-timing of jobs at the expense of the workers when they 
speed up production; managements must be urged to shoot at maximum 
rather than minimum figures; improvements in labor relations in some 


plants; clear-cut information to workers regarding the schedules that 
have to be met. 
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In a report on progress of so-called critical war produc. 
tion programs, by months, the W. P. B. said that the output 
of heavy-heavy trucks for the Army Service Forces had shown 
a 14 per cent increase last October over the preceding month, 
had shown no increase in November over October, and had 
increased 11 per cent in December over November. Produc. 
tion of light-heavy trucks for the Army Service Forces, it said, 
had gone up 3 per cent in October over September, 9 per cent 
in November over October, and 2 percent in December over 
November. Production of bus and truck tires in October, it 
said, was 1 per cent less than that of September, but rose 
4 per cent in November over the October total and 6 per cent 
in December over the November total. 


Trailers 


The reduced commercial trailer program for 1945 was in- 
sufficient to cover essential commercial transportation require- 
ments and many operators might be unable to obtain new 
trailers required for hauling essential war freight, members 
of the Truck Trailer Manufacturers Industry Advisory Commit- 
tee said the War Production Board reported, adding: 


Authorizations issued September, 1944, called for the first half 1945 
production of 11,248 commercial general freight trailers. This amount 
has been reduced to 9,016 on a revised program determination. 

Handling of unfinished production authorized for 1944 under Direc- 
tion 2 to Limitation Order L-i-e was discussed by government officials. 
Authorization to complete production not finished in 1944, in case where 
manufacturers had all materials and components in inventory, less 
wheels and tires, specified that such production must be completed 
prior to February 15, 1945. 

Trailer production under this direction would have no effect upon 
aufhorizations covering the first half 1945 commercial trailer program, 
officials emphasized. 

Military trailer production and scheduling of critical components 
must be given precedence over commercial types approved for 1945 
manufacture. 

Current release of trailers under rationing regulations of the Office 
of Defense Transportation has kept in close balance with actual produc- 
tion of commercial trailers. 


Truck Freight Loading 


The volume of freight transported by reporting motor car- 
riers in December decreased 7.8 per cent below November, and 
5.7 per cent under December, 1943, according to American 
Trucking Associations, Inc. 

“Comparable reports received by A. T. A. from 241 car- 
riers in 44 states showed these carriers transported an aggre- 
gate of 1,600,044 tons in December, as against 1,735,567 in 
November and 1,696,124 in December of 1943,” it said, adding: 


The A. T. A. index figure, computed on the basis of the average 
monthly tonnage of the reporting carriers for the three-year period of 
1938-1940 as representing 100, was 169.94 in December; the November 
index figure was 188.45. 

Approximately 84 per cent of all tonnage transported in the month 
was hauled by carriers of general freight. The volume in this category 
decreased 7.8 per cent below November and was 5.4 per cent under 
December of 1943. 

Transportation of petroleum products, accounting for about 10 per 
cent of the total tonnage reported, showed a decrease of 1.9 per cent 
below November but was 10.7 per cent below December of the previous 

ear. 
7 Carriers of iron and steel products hauled about 2 per cent of the 
total tonnage. Their traffic volume was 35.4 per cent below November 
and 11.9 per cent under December of 1943. 

About 4 per cent of the total tonnage reported consisted of miscel- 
laneous. commodities, including tobacco, milk, textile products, coke, 
bricks, building materials, cement and household goods. Tonnage in 
this class increased 1.1 per cent above November and was 6.8 per cent 
above December, 1943. 7 

The December tonnage of carriers reporting from the eastern dis- 
trict represented a decrease of 8.6 per cent below November and was 
down 8.0 per cent from December of the previous year. 


Carriers in the southern region reported a decline of 7.9 
per cent below November, but an increase of 4.2 per cent above 
December, 1943. 

Tonnage reported from the western district revealed a de- 
crease of 5.8 per cent below November and was 4.7 per cent 
under December of 1943. 


CUBAN DUTY ON TRANSPORT EQUIPMENT 


Cuba has rescinded two decrees that authorized duty-free 
importation of transportation equipment from the United 
States, according to a Department of Commerce announce- 
ment, which continued: 


A decree of August 2, 1944, provided for duty-free importation by 
railway companies of all necessary equipment from the United States 
for a period of three years. A decree of September 17 extended the 
privilege to all land, air and water transport companies. 
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Revenue Ton-Miles 


Railroads in 1944 handled the greatest volume of freight 
traffic, measured in ton-miles of revenue freight, for any year 
on record, the Association of American Railroads announced 
January 24. In that year it amounted to approximately 737,- 
000,000,000 revenue ton-miles, according to preliminary esti- 
mates based on reports just received by the association from 
class I railroads. This was an increase of 1.4 per cent above 
the previous record established in 1943 when the volume 
amounted to 727,075,495,000 revenue ton-miles. The volume of 
freight traffic carried by the railroads in 1944 was an increase 
of 121 per cent compared with 1939. 

The volume of freight traffic handled by the railroads in 
December, 1944, amounted to 57,000,;000,000 revenue ton-miles, 
according to preliminary estimates. This was a decrease of 
6 per cent compared with the same month in 1943 when the 
volume amounted to 60,614,577,000 revenue ton-miles. 

The following table summarizes revenue ton-mile statistics 
for the twelve months of 1944 and 1943: 
















Per Cent 

1944 1943 Increase 
a 620,782,907,000 606,538,027,000 2.3 
A? ca cumiaccnahadmaeew * 59,400,000,000 59,860,574,000 40.8 
ON OD CTT ETS ~ 57,000,000,000 60,614,577,000 4d6.0 
BP MnOMERS TORRE. o5 oc ccicss csiesis 737,182,907,000 727,013,178,000 1.4 











*Revised estimate. 
*Preliminary estimate. 






FREIGHT CAR REPORT 


In the week ended January 20, U. S. railroads had an 
average daily surplus of 12,462 freight cars and an average 
daily shortage of 11,499 freight cars, according to the car 
service division of the Association of American Railroads. 

The daily surplus comprised the following: Plain box, 
2,015; auto box, 21; flat, 310; gondola, 1,773; hopper, 948, and 
miscellaneous, 7,395. The daily average shortage consisted of 
the following: Plain box, 9,404; auto box, 433; flat, 549; gondola, 
257; hopper, 675, and miscellaneous, 181. 


















REVENUE TRAFFIC STATISTICS 


Ton-miles of revenue freight handled by Class I steam 
railways, exclusive of switching and terminal companies, totaled 
63,875,263,000 in October, 1944, as compared with 65,221,536,000 
in October, 1943, and 620,782,907,000 in the ten months ended 
with October, 1944, as against 606,538,027,000 in the like 1943 
period, according to a compilation by the Commission’s Bureau 
of Transport Economics and Statistics of revenue traffic sta- 
tistics of those roads, statement M-220. 

Revenue tons carried in October, 1944, amounted to 266,- 
610,770 as against 273,661,294 in October, 1943, and 2,561,899,503 
in the ten months ended with October, 1944, as against the cor- 
responding 1943 figure of 2,541,495,864. Freight revenue totaled 
$612,275,719 in October, 1944, as compared with $594,759,919 in 
October, 1943, and $5,859,945,727 in the ten months ended with 
October, 1944, as against $5,646,516,134 in the corresponding 
1943 period. 

Revenue passengers carried totaled 75,946,840 and passen- 
ger revenue amounted to $146,359,070 in October, 1944, as 



























































Revenue Freight Loading 


Revenue freight loading the week ended January 20 totaled 
777,320 cars, according to the Association of American Rail- 
roads. This was 5,067 cars or six tenths of one per cent below 
the preceding week, 21,330 cars or 2.7 per cent below the cor- 
responding week last year, and 74,026 cars or 10.5 per cent 
above the corresponding week of 1943. 
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against 74,403,633 revenue passengers and revenues of $144,- 
835,207 in October, 1943. For the ten months ended with Octo- 
ber, 1944, revenue passengers carried totaled 763,117,074 and 
passenger revenues amounted to $1,503,566,101, as against 
737,609,047 revenue passengers, and $1,359,400,829 in revenues 
for the like 1943 period. 

Freight-traffic averages for October, 1944, compared with 
October, 1943, respectively, were reported as follows: 

Miles a revenue ton a road, 239.6 and 238.3; revenue a 
ton-mile, 0.959 cents and 0.912 cents; and revenue a ton a road, 
$2.30 and $2.17. 

For the ten months ended -with October, 1944, compared 
with the like 1943 period, freight traffic averages were, respec- 
tively: 

Miles a revenue ton a road, 242.3 and 238.7; revenue a ton- 
mile, 0.944 cents and 0.931 cents; and revenue a ton a road, 
$2.29 and $2.22. 





ROLLING STOCK ADDITIONS 


Class I railroads put 40,392 freight cars and 938 locomo- 
tives in service in 1944, according to the Association of Amer- 
ican Railroads. This was an increase of 11,684 cars and an in- 
crease of 165 locomotives compared with the number installed 
in 1943. In 1942 the railroads put 63,009 new freight cars and 
712 new locomotives in service. 

Of the new freight cars installed in the past calendar year, 
there were 14,476, plain box, 3,132 automobiles, 4,065 gondolas, 
16,656 hopper, 1,319 flat, 482 refrigerator, 261 stock cars and 
one other type of car. 

The new locomotives installed in 1944 included 329 steam, 
one electric, and 608 Diesel, compared with 429 steam and 15 
electric and 329 Diesel in 1943. 

Class I railroads on January 1, 1945, had 36,597 new freight 
-— on order. On the same date last year they had 35,737 on 
order. 

Of the total number on order on January 1 this year, there 
were 19,210 plain box, 1,376 automobile box, 4,074 gondolas, 
8,915 hoppers, 2,183 refrigerator, 239 stock, and 600 flat cars. 

Railroads also had 468 locomotives on order on January 1, 
this year, which included 66 steam, two electric, and 400 Diesel 
locomotives. On January 1, 1944, they had 955 locomotives on 


a which included 339 steam and three electric and 613 
iesel. 


Petroleum Transportation 


Assignment of additional tankers to east coast service is 
necessary if reasonable relationship between petroleum supply 
and demand is to prevail the remainder of the winter, ac- 
cording to Chairman Robert E. Wilson, of the committee on 
economics of the Petroleum Industry War Council. 

The committee, in a report to P. I. W. C., said transporta- 
tion and distribution difficulties might lead to a serious short- 
age of civilian heating oil supplies in the eastern United States 
before the winter was over, and further that the current trend 
of gasoline inventories, coupled with the transportation situa- 
tion and recent events on the battlefields of Europe ,‘‘confirms 
the opinion that no additional civilian gasoline can become 
available as long as the war in Europe lasts.” Discussing the 
transportation situation with respect to the petroleum supply, 
the committee said: 


While industry and war emergency pipelines have continued to 
perform in excess of estimates, moving an average of about 735,000 
barrels a day to the east, tank car movements are-running about 50,000 
barrels daily below levels anticipated partly due to very adverse 
weather. Barge movements are being curtailed by the freezing of the 
upper Ohio River. 

Tanker movements are at a level slightly above last fall, but they 
were below program levels and not enough additional can be made 
available to offset the shortage from other methods of transportation. 

The over-all level of receipts in the east during the last available 
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four-weeks period appears to be running between 125,000 and 150,000 
barrels a day below the rate necessary to supply anticipated demands 
of the first quarter of 1945 while retaining reasonable working levels. 

There are about 5,500 tank cars more than anticipated in southwest 
to east coast service but from the midwest to the east coast, a shorter 
haul, the actual number of cars in use is about 4,000 less than ex- 
pected. A switch of 4,000 cars from the southwest to east movement to 
the midwest to east movement, would increase deliveries to the east 
coast by about 12,000 barrels a day, but this cannot all be accomplished 
because of the necessity of providing necessary refinery outlet in the 
southwest. 

Increased military demands have more than used up the increased 
amount transported by tankers, so that movements north of Cape 
Hatteras available for civilian use in December were about 50,000 
barrels daily short of requirements even if tank cars had moved 
550,000 barrels a day instead of the 519,000 rate actually recorded. As- 
signment of additional tankers to east coast service is necessary if 
reasonable relationship between supply and demand is to prevail dur- 
ing the remainder of the winter. Inventories of major products within 
the eastern area cannot continue to withstand the rate of withdrawal 
which prevailed during December. 

Intra-district transportation is also becoming tighter, and may 
become critical in some areas if sufficient manpower and tires are not 
made available to truck operators. In several areas large numbers of 


tank truck transports are laid up primarily due to shortages of heavy 
duty tires. 





FLORIDA CITRUS FRUIT ORDER 


Second amended general permit No. 1 under service order 
No. 262, which restricted the icing of refrigerator cars loaded 
with citrus fruits in Florida (see Traffic World, Dec. 23, p. 
1644), permits railroads: 


To provide standard refrigeration on any refrigerator car loaded 
with a mixed shipment of tangerines or temple, king, or clementine 
oranges and other citrus fruits originating at any point or points in 
the state of Florida provided that the tangerines or temple, king, or 
clementine oranges in the car comprise not less than fifty (50) per 
cent of the tariff minimum weight applicable on the tangerines or 
temple, king, or clementine oranges, and further provided that the 
waybills shall show reference to this general permit. 


The permit was made effective January 27, to expire 
April 1. 





ROUTING SERVICE ORDER 


The Commission, division 3, has issued service order No. 
276, Routing Certain Traffic, directing the Atlantic Coast Line 
railroad to route 100 cars of symbol 7G a calendar day originat- 
ing at Meraux, La., by way of Wadesboro, N. C.—Winston- 
Salem Southbound Railway Co.—Winston-Salem, N. C.—Nor- 
folk & Western Railway Co.—Shenandoah Junction, W. Va., 
thence via B. & O., destined Twin Oaks, Pa. The order was 
effective January 23, and was to expire at 12:01 a. m., February 
23, unless otherwise modified, changed, suspended, or annulled 
by order of the Commission. The division said it was the Com- 
mission’s opinion that certain symbol traffic should be routed 
to “best promote the service in the interest of the public and 
the commerce of the people.” 





COAL SERVICE ORDERS 


The Commission, division 3, has issued service order No. 
269-A, vacating service order No. 269, and revised service order 
No. 229-A, vacating revised service order No. 229 (9 F. R. 
11213), both relating to the placing of coal cars at Pennsyl- 
vania mines, and both effective January 22. 

The pertinent portion of service order No. 269-A follows: 


It is ordered, that: 

(a) Service Order No. 269 (10 F. R. 57-58) of December 28, 1944, 
prohibiting the Lackawanna and Wyoming Valley Railroad Company 
from setting coal cars at the Rocky Glen (Parkside) breaker at Avoca, 
Pa., for loading with anthracite produced at Rocky Glen (Parkside) 
breaker, Avoca, Pa., be, and it is hereby, vacated and set aside. (40 
Stat. 101, Sec. 402, 41 Stat. 476, Sec. 4, 54 Stat. 901; 911; 49 U. S.C. 
1 (10)-(17) 15 (2)). 


The pertinent portion of service order No. 229-A follows: 


It is ordered, that: 

(a) Revised Service Order No. 229 (9 F. R. 11213) of September 9, 
1944, prohibiting the placing of coal cars at the mine of the Phoenix 
Coal Company, Llewellyn, Pa., be and it is hereby, vacated and set 
aside. (40 Stat. 101, Sec. 402, 418, 41 Stat. 476, Sec. 4, 54 Stat. 901, 911; 
49 U. S. C. 1 (10)-(17), 15 (2)). 


RESTRICTIONS ON CANNED GOODS 


Transportation of canned goods, bottled beer and malt 
liquors and bottled wine in refrigerators is prohibited in an 
order, No. 326, and an amendment to that order, issued January 
19, by C. W. Taylor, manager of the refrigerator car section of 
the Association of American Railroads. Mr. Taylor issued the 
order and the amendment as agent for the Commission. The 
prohibition is effective, under the amendment from January 20 
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to January 30. The term of the prohibition under the origina] 
order was from January 20 to January 26. 

The order and amendment says that “no common carrier 
by railroad, subject to the interstate commerce act shall trans. 
port in a standard or giant refrigerator car or cars (R. S. type) 
canned goods, bottled beer or other bottled malt liquors or 
bottled wine from or between points in the United States with. 
out a permit from agent C. W. Taylor.” The list of prohibited 
articles, the order says, is described in items 18145 to 18948 
inclusive, of the Consolidated Classification. Excepted canned 
goods are asparagus, cream style corn, evaporated milk and 
tomato juice. 

The order does not interfere with the movement of canned 
goods and the other articles, westbound, in refrigerator cars, 
under the terms of service Order No. 104 and its amendments, 
under which the use of two or three refrigerator cars in lieu 
of a box car is permitted to reduce the westbound movement 
of empty refrigerator cars. Transportation of those commodi- 
ties in refrigerator cars when consigned to the armed forces is 
also excepted from the order. 


GRAIN EMBARGO SERVICE ORDER 


By amendment No. 7 to service order No. 189, by which 
railroads are required to embargo back-hauls and out-of-line 
hauls of grain and grain products under transit arrangements 
in connection with named transit points in Central Freight As- 
sociation, Western Trunk Line, southwestern and southern 
territories (see Traffic World, April 1, 1944, p. 932), the Com- 
mission, division 3, has eliminated from the original order a 
provision forbidding the St. Louis-San Francisco Railway Co, 
trustees to haul out-of-line or back-haul through Hobart, Okla., 
as a transit point designated in items 1120, 1125 and 1130 of 
that railroad’s tariff I. C. C. No. 11113. The amendment was 
issued to become effective February 5. 

By amendment No. 1 to its service order No. 189—Sup. 1, 
by which the Santa Fe, the Burlington, the Rock Island, the 
M-K-T, the Missouri Pacific and the Frisco were ordered to 
embargo certain specified routes, involving back-hauls and out- 
of-line hauls of grain shipments (see Traffic World, Dec. 2, 
1944, p. 1452), the Commission, division 3, has eliminated Clar- 
inda, Ia., from the list of transit points through which the 
Burlington is forbidden to haul out-of-line carload shipments of 
grain, as indicated in items 1370, 1380 and 1400 of its tariff 
I. C. C. 19914, and has eliminated Clay Center, Kan., from the 
list of transit points from or through which the Rock Island 
may not haul out-of-line carload shipments of grain as indicated 
in item 905 of its tariff I. C. C. No. C-12812. Amendment No. 1 
is issued to become effective February 5. 


INTER-AMERICAN TRANSPORTATION 


All American republics stand in need of more transporta- 
tion facilities, and the lack is causing serious economic loss to 
business and trade, says Major General Julian A. Schley, as- 
sistant coordinator of inter-American affairs, in an article in 
the January 27 issue of “Foreign Commerce Weekly,” official 
publication of the Department of Commerce. 

General Schley says that war demands on transportation 
and deterioration of equipment and facilities have contributed 
to shortages of food and price inflation in many countries In 
the American hemisphere. He says it has taken a global war 
“to demonstrate the imperious necessity for far greater im- 
provement and development of inter-American transportation 
for hemisphere defense than was envisaged before this war. 

The author says that the people of the Americas must face 
the fact that, if postwar security is predicated on expanded 
international trade, increased economic development, and higher 
standards of living, extensive improvement and development 
of hemisphere transportation will be needed to attain these 
objectives. 

He referred to a report of the Inter-American Defense 
Board which, he said, had not only frankly revealed the de- 
ficiencies of hemisphere transportation systems, but made valu- 
able recommendations for their correction. In this connection, 
he said: 

The postwar plans to increase inter-American trade and to open 
up undeveloped areas in South America will result in greater demands 
on transportation systems than the traffic they carried before the war. 
Furthermore, when the war ends we may expect tourist travel among 
the Americas to be resumed on an increasing scale. 


CONTROL OF EXPORTS AND IMPORTS 


The Foreign Economic Administration has issued current 
export bulletins Nos. 223 and 224. No. 223 deals with general 
license G-post extension to France and blanket license for 
spring-driven alarm clocks. No. 224 deals with submission. of 
import recommendations issued under the decentralization 
plan, commodities that may be exported under the blanket 
license procedure, and changes in general license GLV value 
limitations. 
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Coordination or Integration? 


Editor the Traffic World; 

Your editorial of January 13, “Transportation Co-ordina- 
tion,” is certainly a work of art. I read into it the same mis- 
leading subtlety that is present in the Transportation Associa- 
tion of America’s propaganda. 

I refer to the injection of the word “co-ordination” when 
what is really meant is “integration.” 

Co-ordination, which, in my understanding of the English 
language, is closely akin to co-operation, is something that my 
industry is in accord with, but integration to me means mar- 
riage of two or more units of different types of carriers, which 
the trucking industry is definitely opposed to and which the 
public should not allow even under a sweeter-smelling name. 

Harold B. Church, 
H. B. Church Truck Service Co. 

Boston, Mass., Jan. 18, 1945. 














Why is it that persons like Mr. Church cannot disagree without 
dirty insinuations? We are for coordination of transportation instru- 
mentalities. We are sympathetic with the plan presented by the Trans- 
portation Association of America because it seems to offer a way of 
bringing about that coordination—or ‘‘integration,’’ if that is pre- 
ferred. There is no secret about our attitude and no ulterior motive. 


Take it or leave it—but be a gentleman about it.—Editor The Traffic 
World. 













Education for Traffic Manager 


Editor the Traffic World: 

This now seems to be the theme of articles appearing in 
traffic magazines and trade journals. One who contemplates 
taking up traffic as his life work and his future, would find it 
a great help, when attending college, to include traffic among 
his other important subjects, or, if not so fortunate or able to 
finance a four year college course, then take a special course 
in a school, traffic included in its curriculum. He will then 
have a splendid foundation at the start, having learned only 
the fundamentals of traffic. This plan would be also just as 
helpful to the one contemplating transportation traffic work; 
however, neither would progress far until after years of ex- 
perience in actual traffic work, proving the old saying—“Ex- 
perience is the best teacher.” 

This is true also of a graduate of a law school, although 
having been admitted to the bar, having learned only the funda- 
mentals of law, it is only after years of practice or experience, 
that he becomes proficient and able to protect his clients. 

How few of the highest paid commercial or transportation 
trafic managers (some holding the title of “vice-president-in- 
charge of traffic’) have had the so-called benefit of a special 
or collegiate course in traffic? All of them have attained their 
high positions through experience, ambition and ability; am 


Placing “experience” first as the most essential of the three 
essentials. 


There are thousands of high class commercial traffic man- 
agers today filling their positions with ability and perfect satis- 
faction to their employers, thoroughly capable of handling every 
detail of traffic as presented them, in an efficient manner, most 
of them with sufficient knowledge of traffic successfully to 
fepresent their employers as practitioners before the Interstate 
Commerce Commission, considered the highest traffic tribunal 
In the world. Would a college course, then, be of benefit to 
these men or make them more valuable to their employers, 
they having already mastered the fundamentals of traffic? 


The writer recently attended a traffic club meeting. Sev- 
eral hundred members were present, probably 20 per cent were 
industrial traffic managers, the speaker, traveling among the 
Various clubs of his organization, presenting a plea for a 
higher education of the commercial traffic manager. Would 
hot a higher education for all traffic men, commercial or trans- 
portation, be helpful? This plea would be considered more 
“riously by circularizing under personal cover, the industrial 
members; same could be distributed by our secretaries: do this 
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A Department for the Discussion by Readers of THE TRAFFIC WORLD 
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(No anonymous communications will be published and writers must identify themselves in their signatures or in the body of their letters. Mere names are not sufficient.) 





rather than publicly attribute an ignorance in traffic to any 
branch of the club membership. It is our earnest desire and 
duty to be helpful to our traffic managers and, judging from 
articles appearing in traffic journals, we can demonstrate that 
help by educating the executives to realize the importance of 
traffic in their organization, learning that all departments de- 
pend on traffic for success and placing the traffic manager where 
he belongs—in an executive position. 
Joseph E. Young, 
Luckenbach Steamship Co., Inc. 
Philadelphia, Pa., Jan. 17, 1945. 





Priority for a Dog 


Editor the Traffic World: 

I work for a small trucking company in the heart of Ohio 
and when I am forced to use a title, I laughingly call myself 
a traffic manager. 

Nevertheless, I am familiar with the present transportation 
picture and believe it has some remote connection with the 
,war effort. 

When war was declared, at the first opportunity, I offered 
my services. After a physical examination I was told they did 
not think things were quite that serious, but if they needed 
me, they would call me. Putting it mildly, the impression I am 
trying to give is that I “viewed the situation with alarm.” 
Since that time, I have sweated it out at a desk. 

At this desk, I have seen all forms of transportation taxed 
to the limit. (I mean this both ways.) I have waded through 
reams of Office of Defense Transportation orders and directives 
issued to conserve and protect these transportation facilities 
for the successful prosecution of the war. I have spent many 
hours filling out forms and reports to prove that we were 
operating to that end; written pleading letters to various gov- 
ernmental agencies for replacement of worn out equipment; 
permission to hire enough men to handle the war material 
offered for transportation; sufficient gasoline and tires to oper- 
ate, ad infinitum. 

I have conscientiously tried to expedite material urgently 
needed. Now, I am advised by the press and radio that Col. 
Elliott Roosevelt shipped a dog, as a gift to his wife, from 
England to California by plane on a Class A priority, at the 
cost of transportation for three service men who had an urgent 
need of transportation. 

All right, so a dog requires the highest priority in these 
war times. Now, I can well understand the state of mind of 
the railroad freight agent in that classic, “Pigs is Pigs,” when 
he was overruled by the main office in the matter of classifica- 
tion and said in effect: “O. K. Pigs is pets, horses is pets, lions 
and tigers and Rocky Mountain goats is pets.” 

Pardon me, while I have a nervous breakdown. 

G. M. Patterson, 


B. & F. Transfer Co. 
Wooster, O., Jan. 23, 1945. 


TAXES AND TRANSPORTATION 


The Bureau of Internal Revenue has announced that De- 
cember, 1944, collections of taxes on amounts paid for trans- 
portation of property totaled $19,826,297.29 as against $18,243,- 
694.22 in December, 1943, while collections of taxes on amounts 
paid for transportation of persons totaled $21,646,571.99 in De- 
cember, 1944, as against $11,883,567.19 in December, 1943, which 
was before the tax on amounts paid for transportation of per- 
sons had been increased from 10 to 15 per cent. 

. The federal tax on transportation of oil by pipeline yielded 
$1,472,531.40 in December, 1944, as against $1,561,818.94 in 
December, 1943. 

The gasoline tax yielded $39,754,162.82 in December, 1944, 
as against $24,575,024.59 in December, 1943. 

The use tax on motor vehicles yielded $315,392.70 in De- 
cember, 1944, as against $266,022.75 in December, 1943. 

Employment taxes by carriers totaled $33,000,271.87 in 
December, 1944, as against $34,664,835.25 in December, 1943. 
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Questions and Answers 


€ In this column will be published answers to questions relat- 
ing to traffic, of general reader interest. A specialist in 
interstate transportation, who is a member of our special service 
department, will furnish references to regulations and decisions and 
will answer questions of application of tariff schedules and prac- 
tical traffic problems. 
We do not desire to take the place of the traffic man, but to help 
him in his work, nor do we undertake to render legal opinions. 
The right is reserved to refuse to answer any question that does 
not seem to be of general interest or that may appear to us un- 
wise to answer or too complex for the kind of investigation herein 
contemplated. 
No attention will be paid to anonymous communications or 
questions from nonsubscribers. 
Address Questions and Answers Department, 
Traffic Service Corporation, Earle Building; Washington, D. C. 


Tariff Interpretation—Reconsignment—Cars Constructively 
Placed 


Missouri.—Question: A question has arisen which I believe 
is of universal import, therefore, I come to your department 
for help in the form of Interstate Commerce Commission rul- 
ings or your own interpretation. 

We are an industry located in one of the largest terminal 
areas of the United States having many switch tracks serv- 
ing our industry buildings which make direct connection with 
the Terminal Railroad Association in this city. We have direct 
connections with this organization’s rails adjacent to our plant. 
We receive many carloads of important raw materials every 
24 hours of the day, and for that reason cars can not be placed 
on our switches for unloading as soon as they are brought by, 
the Terminal Railroad into the yards adjacent to our plant. 
This necessitates holding cars in the yards of the Terminal 
Railroad Association awaiting a switch list or racquet prepared 
by us deliverable to the yard agent of the Terminal Railroad 
Association. 

As soon as these cars arrive in the yards of the Terminal 
Railroad a form containing the list of cars and their alleged 
contents is presented to us as the consignee and this list is 
called the “constructive placement” list. We operate under the 
usual average agreement terms, and this “constructive place- 
ment” list is used in the form of a notice to us as to arrival 
dates of the cars from which debits and credits are operative 
under our average agreement with the usual standard free- 
time allowances. 

The point in question is: Can cars be reconsigned from the 
track on which “constructive placement” occurs, bearing in 
mind the fact that the cars are not actually placed for unload- 
ing on our switches, on a basis of through rates, provided of 
course, all other requirements insofar as routes, etc., are con- 
cerned, are met? My contention is that “constructive place- 
ment” denotes theoretically actual placement for unloading by 
reason of the fact that due to our inability to take the cars 
on our switches (because our switches are already filled to 
capacity) cars are held on “constructive placement” until such 
time as room is made on our own switches for actual place- 
ment. This, therefore, would necessitate the use of combina- 
tion rates from points of origin to reconsigned destinations. 

Answer: Rule 10 of the reconsigning tariff, covering Di- 
version or Reconsignment to Points outside Switching Limits 
Before Placement, reads as follows: 


If a car is diverted or reconsigned on orders placed with local 
freight agent, or other designated officer, after arrival of the car at 
billed destination, but before placement for unloading, the through 
rate .(Rule 2) will be applied and a charge of $6.93 per car will be 
made for such service. 


Rule 12 of the reconsigning tariff, covering Diversion or 


Reconsignment to Points Outside of Switching Limits After’ 


Placement, reads as follows: 


If a car has been placed for unloading at original billed destination 
and is forwarded therefrom without being unloaded to a point outside 
of the switching limits, it will be subject to the published tariff rates 
applicable on a shipment terminating at and on a shipment originating 
at the point of the diversion or reconsignment. 


In Boston Chamber of Commerce vs. Director General, 59 
I. C. C. 73, on page 78 we find the following statement: 


The New England lines have quite generally construed it as pro- 
hibiting reconsignment at the through rate after a car has reached 
the original destination and has been actually or constructively placed 
for unloading either on industrial or public delivery tracks. As the 
reconsignment traff makes no provision for constructive placement com- 
plainants contend, and defendants now concede, that the rule does not 
prohibit reconsignment at the through rate unless the shipment has 
actually been placed for unloading. 


TRAFFIC WORLD 


We quote from the Commission’s report on reargument jn 
— Chamber of Commerce vs. Director General, 66 I. C.¢ 
142: 


In our original report, 59 I. C. C. 73, 80, we found: ‘‘We are of 
the opinion and find that the rule is unreasonable in so far as it fails 
to provide that, when requested in writing by persons properly author. 
ized, agents at first billed destination will hold all cars for the nameg 
consignee and notify such consignee at his post office address of al] 
such cars reaching his station and so held, and that on such cars 
if subsequently reconsigned, the through rate applicable via the divert. 
ing point will be applied from original shipping point to final desting. 
tion, plus the reconsigning charges.’’ 

Subsequently the carriers amended their tariffs to provide that jt 
a car has been placed for unloading on a public delivery track byt 
has not been unloaded or accepted by consignee or owner, it will be 
reconsigned at the through rate plus reconsignment charges. 

The defendants assessed the combination of local rates to and from 
the reconsignment point on shipments which had been constructively 
placed for unloading. They conceded that where cars had not been 
actually placed for unloading, such rates had been improperly assessed, 


The provisions considered in the above case are similar to 
those provided in Rule 12, above quoted. A car that has been 
actually placed for unloading but which has not been unloaded 
and is subsequently reconsigned, is subject to the combination 
of rates, that is, the rate from original point of origin to recon. 
signment point plus the rate from reconsignment point to final 
destination, under Rule 12. 

However, it is our opinion that when it is impossible for 
the carrier to make delivery and such cars are constructively 
placed, such cars are not covered by Rule 12. When a ship. 
ment which has been constructively placed for unloading is 
reconsigned, the through rate plus a reconsignment charge is 
applicable, under the provisions of Rule 10. 


Tariff Interpretation—Application of Rule 55(c) of Tariff 
Circular 20 


Illinois.—Question: On page 1697 of the December 30th 
issue, you referred to the application of Rule 55-C of Tariff 
Circular in connection with aggregate of intermediate rates, 
Your answer was concerned with a careful routing through the 
base point upon which the lowest combination is figured. 

While it is necessary, in some cases, to route through the 
base point, the Transcontinental Tariffs provide only a restric. 
tion, generally, through specified Western gateways and open 
routing via any of the lines parties to the tariff east of such 
gateways. 

The general commodity tariff from San Francisco to Trunk 
Line and New England territories is Kipp’s ICC No. 1506 
Tariff No. 3-R. Item 9000, naming routing, refers to Western 
Gateways shown in Kipp’s Tariff No. 41-H, and “open routing 
beyond” via carriers parties to the tariff. Thus, Kipp’s Tariff 
No. 3-R names a through rate and a through route through 
Chicago via any and all lines running East from Chicago, or 
multiple routes where such lines are used in conjunction with 
other Eastern lines, and also a through rate and a through 
route through St. Louis in the same degree. 

Item 8500 of Kipp’s Tariff No. 3-R provides for the appli- 
cation of the aggregate of intermediate rates, and states in 
effect that if the aggregate of intermediate rates applicable 
via any route over which the through rates apply, produces a 
lower charge, such aggregate of rates will apply via all routes 
(excluding routes which are more than 33% circuitous) over 
which the through rates are applicable. Since the through rate 
applies through Chicago via all carriers East from Chicago, and 
also applies through St. Louis via all carriers East from St. 
Louis, any cheaper combination of rates over Chicago via any 
one route will be applicable via all routes East from Chicago, 
and will be similarly applicable via all routes East from St. 
Louis over which the single factor through rate applies, and 
would thus be applicable via the Baltimore and Ohio. This 
differs from the conclusion reached in your answer. 

Answer: 
binations via junctions other than that over which the lower 
aggregate of intermediates is based, under the provisions of 
Rule 55(c) of Tariff Circular 20. 

The provisions of Rule 55(c), as we stated in our answel, 
have no application where there are joint rates in effect from 
point of origin to point of destination. Under the provisions 
of Rule 55(c) in the absence of a joint through rate and al 
equalization provision such as that carried in Section 5, Item 
8500 of Transcontinental Tariff No. 3-R, Agent Kipp’s ICC 
No. 1506, the aggregate of intermediates via Chicago woul 
not be applicable on a shipment moving through St. Louis 1 
connection with the B. & O. because of circuity. 

Tariff Interpretation—Pick-up and Delivery Service 

Texas.—Question: Please give me the benefit of your opin 
ion, together with mention of any court decisions covering the 
following: 

A consignee engaged in shipbuilding has two yards, one 
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about a mile distant from the other. They also maintain stor- 
age warehouses at two other points, several miles from these 


shipyards. In addition to these yards and warehouses, they 
have an open storage yard for rough castings, etc., located 
within a few hundred yards of the ways where the ships are 
actually built. 

This consignee has been accepting delivery of LCL freight 
in switch cars, and distributing the shipments to the various 
warehouses and storage yards themselves. They have now re- 
uested that the carriers perform this service for them; dis- 
tribute each shipment to the warehouse they designate after 
the arrival of the freight at their plant for identification. This 
consignee has suggested that the carriers maintain a crew at 
their plant for this work, although they realize the cost to 
maintain this crew would be exorbitant. Since this freight is 
all billed simply Blank Shipbuilding Company, Houston, Texas, 
without any particular delivery address shown, we contend that 
delivery to their main plant, with one stop for unloading each 
truck, should be sufficient. 

Please advise carrier’s liability and obligation under these 
circumstances. 

Answer: Item 130 of Agent Peel’s Tariff No. 88-H, ICC 
3590, reads as follows: “The term ‘Delivery Service,’ as used 
in this Tariff, refers to the service of the carrier involved in 
transporting freight by highway vehicle from the premises of 
the carrier’s freight station facilities and the delivery thereof 
to a dock, platform, doorway or other facility of consignee di- 
rectly accessible to highway vehicles.” 

Item 45 of the same tariff provides: “In instances where 
consignors and/or consignees have side track facilities, the 
carrier may uSe freight cars, but when freight cars are used, 
loading and/or unloading of cars at shippers of consignees place 
of business shall be performed by the shipper or consignee.” 

Under these provisions of the tariff delivery may be made 
by highway vehicles or by freight cars where the consignee 
has side track facilities. 

There is, however, no provision for distribution after de- 
livery by freight car on the consignee’s siding. In the absence 
of tariff provision therefor, such service may not lawfully be 
performed. 


Tariff Interpretation—Application of Rule 30 of Classification— 
Weight of Dunnage 


Illinois.—Question: Will you kindly give your opinion on 
the following: 

On a shipment from Chicago to the West Coast consisting 
of 16,000 lbs. of machinery, plus 500 lbs. dunnage, charges at 
destination were assessed on the basis of 24,000 minimum for 
the machinery, plus 500 lbs. dunnage, or a total of 24,500 lbs. 

Inasmuch as dunnage is supposed to move at the same 
rate applicable to the commodity which it protects, we contend 
that the minimum weight should also apply to the dunnage, 
therefore the 500 lbs. dunnage should have been added to the 
16,000 Ibs. of machinery. making a total of 16,500 lbs., on which 
charges should have been paid, based on the minimum weight 
of 24,000 lbs. 

Answer: We are unable to find a report of the Commission 
in which this question has been considered. 

It is our opinion that you are correct in your contention 
oe aa should be assessed on the minimum weight of 

, Ibs. 


Tariff Interpretation—Application of Rule 30 of Consolidated 
Classification 

_ Ohio.—Question: Rule 30 of Consolidated Freight Classifi- 

cation No. 16 provides for dunnage allowances when cars are 

loaded in excess of the minimum carload weight. Certain ar- 

ticles of shipment are subject to Rule 34 and the car used would 


| §overn the minimum weight upon which freight charges are 


assessed. 


Where a 50 foot car is used, does the classification item 
govern so far as the minimum weight is concerned for dunnage 
allowances, or must we use the minimum weight provided under 
Rule 34 as the basis for the dunnage allowance? 

In loading a 50 foot car with a commodity subject to the 
Classification minimum of 26,000 pounds, the Rule 34 minimum 
would be 42,120 pounds, more than 50 per cent over the classi- 
fication minimum weight. If Rule 34 minimum governs the 
dunnage allowance, then no allowance would be made on this 
shipment. In loading a 50 foot car with a commodity taking a 
minimum of 30,000 pounds not subject to Rule 34, an allowance 
of 250 pounds would be made if the total weight was 42,120 
pounds. It would seem to us, under these circumstances, one 
Commodity would be favored against the other unless the basis 
for the dunnage allowance would be the classification minimum 
Without considering the graduated scales in Rule 34. 

Answer: If the minimum weight is subject to Rule 34 and 
the shipment is loaded in a closed car 40 ft. 7 in. or less in 
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length, the charges are based on a weight of not less than the 
minimum of 26,000 pounds. In order to obtain a dunnage allow- 
ance of 250 pounds the car must be loaded 25% or more, but 
less than 50% above the minimum carload weight. On a com- 
modity subject to a minimum of 26,000 pounds the car must be 
loadea to at least 32,500 pounds, or the minimum carload weight 
declared on the bill of lading by the shipper at a weight of 25% 
above the minimum weight. 

A shipment subject to Rule 34 which is loaded in a car 
exceeding 40 ft. 7 in. in length but not over 50 ft. 6 in. in length, 
is subject to a minimum weight of 42,120 pounds. In applying 
Rule 30 this minimum of 42,120 pounds is, in our opinion, the 
— to which an increase of 25% or 50% is to be 
added. 

In other words, the minimum weight provided for by the 
sliding scale is to be used to compute the dunnage allowance 
as well as the freight charges. 


Tariff Interpretation—Application of Intermediate Rule 


Missouri.—Question: Please advise the proper class rates 
to apply between Lathrop, California and points in New York, 
New Jersey and Pennsylvania, under class rates published in 
Rocky Mountain Bureau Tariff No. 5, MF I. C. C. No. 6, and 
ee Truck Tariff No. 4, Agent Stone’s MF I. C. C. 

Oo. 5. 

Lathrop, California is not specifically named in either 
Rocky Mountain Tariff No. 5 or in Intermountain Tariff No. 4, 
hence, the class rates to apply will be by intermediate rule 
application. 

Item 300, page 31, Rocky Mountain Tariff 5, MF I. C. C. 6, 
paragraph (C), provides that the rate to the next more distant 
point applies. 

Exception 3 of Item 110-H, page 10, Supplement 89 to 
Intermountain Truck Tariff 4, MF I. C. C. 5, paragraph (C), 
providing for class rates from and to intermediate points, states 
that “The provisions of paragraph (C) of this item will not 
apply when there is a specific rate on the same movement pro- 
vided in any other tariff on file with the Interstate Commerce 
Commission to which all the carriers party to the movement 
concur.” 

The point in question is whether, under Item 300 of Rocky 
Mountain Tariff 5, Lathrop, California, by intermediate appli- 
cation can be considered a specific class rate point, as referred 
to in Exception 3 of Item 110-H, Supplement 89 of Intermoun- 
tain Truck Tariff No. 4, so that the class rates to Lathrop, 
Calif., by intermediate application in Intermountain Truck 
Tariff No. 4, do not apply. 

Or, in view of the fact that Lathrop, California, is not listed 
as a specific class rate point in either Rocky Mountain Tariff 5 
or Intermountain Truck Tariff 4, but is an intermediate point 
in both tariffs, being located on U. S. Highway No. 50, between 
San Francisco, Hayward and Stockton, California, would the 
lowest class rates by intermediate application in either tariff 
be the proper rates to apply to and from Lathrop, California? 

It occurs to us that inasmuch as Lathrop, California is. not 
specifically listed in either tariff, the lowest class rates in either 
tariff will by intermediate rule application apply. 

Answer: First revised page 31 of Rocky Mountain Motor 
Tariff Bureau, Inc., Agent, MF-I. C. C. No. 6, Transcontinental 
Class Tariff No. 5, Item 300, paragraph (C)—-Class Rates from 
and to Intermediate Points, reads as follows: 


From or to any point not named in this tariff which is intermediate 
to a point from or to which class rates are published herein through 
such unnamed point, the class rate published herein over the same route 
from or to the next more-distant point will be applied. 


Exception 3 of Item 110-H of Supplement No. 89 to Agent 
Stone’s Intermountain Truck Tariff Bureau Tariff No. 4, MF- 
I. Cc. C. No. 5, states that the intermediate application provided 
therein will not apply when there is a specific rate on the same 
movement provided in any other tariff on file with the Inter- 
state Commerce Commission, etc. 


In Hughey Bros. vs. Yazoo & M. V. R. Co., 200 I. C. C. 709; 
Pepin Pickling Co. vs. St. P. M. & O. Ry. Co., 140 I. C. C. 459; 
Arizona Corporation Commission vs. A. E. R. R. Co., 113 I. C. C. 
52(67); Oklahoma Corporation Commission vs. A. & S. Ry. Co., 
101 I. C. C. 116(134), and Nebraska Livestock Case, 89 I. C. C. 
444(459) the Commission draws a distinction between a dis- 
tance rate and a specific or point to point rate, and in Mont- 
gomery Ward & Co. vs. Baltimore & O. R. Co., 209 I. C. C. 243 
(246); Atchison vs. Atchison, T. & S. F. Ry. Co., and England, 
Walton & Co. vs. Pennsylvania R. Co., 190 I. C. C. 141 between 
a rate arrived at by use of an intermediate rule and a specific 
rate. 

In Interstate Fruit Co. vs. Chicago, M., St. P. & P. R. Co., 
195 I. C. C. 563, and Baldwin Hardware Co. vs. Director-General, 
129 I. C. C. 708, the Commission held that a commodity rate 
arrived at by use of an intermediate rule could not be applied 


232 


where a through class rate was in existence between the same 
points, inasmuch as the intermediate rule was limited in its 
application to instances where ‘no specific rate on same com- 
modity from the same point of origin to the same point of des- 
tination is published in some other tariff.” 


The Commission has held that a rate arrived at by use of 
an intermediate rule establishes a specific rate just as positively, 
plainly, and legally to an unnamed intermediate point as if 
such point were specifically named. See Firestone Tire & Rub- 
ber Co. of California vs. Sou. Pac. Co., 243 I. C. C. 157(159). 

It is our opinion that if, as stated, a class rate is provided 
in Rocky Mountain Motor Tariff Bureau, Inc., Agent MF- 
I. C. C. No. 6 by means of the intermediate application, such a 
rate is a specific rate and as such would remove the application 
of the rate made by use of the intermediate rule in Agent 
Stone’s MF-I. C. C. No. 5, Tariff No. 4. 


Routing and Misrouting—Carrier’s Agent Suggesting Routing 


Canada.—Question: A carload of fluorspar was purchased 
through a broker, the definite date for shipment or routing be- 
ing given by consignee. The car moved from Marion, Ky., to 
Hamilton, Ont., via Illinois Central Railway, Chicago, Pere 
Marquette Railway, Detroit and C. N. R. This routing was ap- 
plied by the shipper on solicitation of the agent of the Pere 
Marquette Railway. 


A commodity rate of $6.13 per net ton.applies via the IIli- 
nois Central, Grand Trunk and C. N. R., Illinois Central, 
N. Y. C., T. H. & B., or Illinois Central, Pere Marquette and 
Canadian Pacific. No rate was shown on the bills of lading. 
The consignee is now asked by the delivering carriers to pay 
an additional 6th class rate Detroit to Hamilton. 


It is our opinion that this is misrouting by the carriers in 
that the shipper’s attention was not to the fact that the com- 


modity rate could not be protected via the routes shown in the 
bills of lading. 


Your opinion will be very much appreciated. 


Answer: To form an opinion on this subject all of the de- 
tails and circumstances surrounding the matter must be known 
and taken into consideration. 


The Commission has held that erroneous information given 
by a carrier’s agent does not relieve the carrier from charging 
or the shipper from paying the lawfully published rate. The 
same holds true as to information with respect to routing. In 
this connection see the decision of the Commission in A. J. 


Poor Grain Co. vs. C. B. & Q. Ry. 12 I. C. C. 469, on page 470 
of which the Commission said: 


It is true that the complainant gave his routing instructions only 
after he had conferred with the agents of the principal defendants. But 
whether he was misinformed by them either as to the rate or as to the 
route over which the rate erroneously quoted was applicable, he assumed 
to and did definitely control the routing. * * * A schedule of rates pub- 
lished in the manner provided by law speaks with equal authority to 
the shipper and to the carrier, and both are equally chargeable with 
notice of the rate and of the route over which the rate is made appli- 
cable. A mistake by a carrier in responding to an inquiry by a shipper, 
either as to the rate or as to the route, will relieve neither the one nor 
the other from the obligation of fulfilling the law’s requirements; in 
either event the carrier must collect and the shipper must pay the rate 
as published for the route over which the shipments actually move. * * * 


In Wickenhiser & Co. vs. Chicago, I. & L. Ry., 152 I. C. C. 
244, the Commission said: 


Prior to the tender of these shipments for transportation the con- 
signor requested information of the defendant’s agent with respect to 
routing. The agent suggested the routes which were inserted in the 
bills of lading by the consignor. In support of the contention that de- 
fendant misrouted the shipments, complainant urges that it is fair to 
assume that the shipper intended that the shipments should move over 
the routes affording the lowest rates and that defendant’s agent would, 
in any event, have inserted the routes indicated in the bills of lading 
if the shipper had not already done so. Further, that where a shipper 
is not informed as to the lowest rated route and after inquiry of car- 
rier’s agent inserts the route suggested by him, the shipper has in effect 
tendered the shipment unrouted. Complainant has not offered in evi- 
dence statements of the consignor’s employee concerning his version of 
the transaction or any evidence as to the shipper’s intentions. There is 
therefore no basis for the assumptions we are asked to make, nor are 
we of the opinion that the shipments should be considered as tendered 
unrouted under the circumstances of this case. In considering what may 
have been the intention of the shipper and the equities of the case, it 
should not be overlooked that when a shipper is in doubt as to the 
proper route he may place full responsibility upon the carrier by ten- 
dering the shipment unrouted. 


To the same effect, see the decision of the Commission in 
Portland Bridge Co. vs. Oregon-W. R. & Nav. Co. 198 I. C. C. 
272. 


However, in the following cases it was found that under the 
circumstances the carrier assumed the responsibility for the 


routing. In Beaman Elevator Co. vs. C. & N. W. Ry., 139 
I C. C. 735, the Commission said: 
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Complainant alleges that the bill of lading was prepared by the 
agent of the Chicago & North Western. Defendants’ attorney states 
that the routing therein was inserted by complainant. The following 
appears in a letter admittedly written on October 22, 1923, by the agent 
at point of origin: ‘‘I billed these oats via C. B. & Q. at Clinton, lowa, 
with the understanding that the through rate of 19 cents would apply, 
as this is the nearest route and the one we always use for St. Louis 
business.’’ This clearly indicates that the carrier’s agent assumed re. 
sponsibility for the routing and through error failed to send the ship- 
ment over the route taking the lowest available rate, and rebuts the 
presumption, arising from the shipper’s signature to the bill of lading, 
that the latter directed routing of the shipment. 


In Burley Tobacco Growers Asso. vs. Chesapeake & O. Ry, 
Co., 153 I. C. C. 699 in which the Commission said: 


The joint agent was under the impression that the 41.5 cent rate 
applied over the route of movement, and charges were originally as- 
sessed at that rate. When it was found that this rate did not apply 
over the route of movement additional charges were collected based on 
the applicable combination. * * * 

With respect to the four cars routed ‘‘C. & O.-L. & N.’’ complainant 
states that this routing was inserted by its representative after con- 
sultation with, and upon the solicitation of, defendants’ joint agent at 
Winchester, who believed that the 41.5 cent rate applied over the lines 
of the carriers which he represented. In the correspondence exchanged 
between complainant and the freight-traffic manager of the C. & 0, 
which is exhibited of record, it is admitted that there was negligence 
on the part of that company’s agent in connection with the routing of 
these cars. * * * While as a general rule when a shipper has signed and 
accepted a bill of lading it is to be presumed that he has directed the 
routing specified and is bound thereby, nevertheless such an assumption 
is not conclusive but is rebuttable on grounds other than those of proven 
fraud or duress. In this case this assumption has been rebutted, and it 
should be found that the routing applied was in substance carriers’ 
routing. Such a finding is consistent with the equities, if not the strict 
technical construction of the facts in the case. See Brownyard vs. 
Union P. R. Co., 136 I. C. C. 447, 148 I. C. C. 444. 


Loading and Packing—Liability of Carrier for Improper 
Packing or Loading by the Shipper 


California:—Question: We are interested in your answer 
to Pennsylvania, page 1126 of the October 28, 1944 Traffic 
World, under the above caption, but it does not go far enough 
to answer our question, which is, what in your opinion is the 
carrier’s liability under the following circumstances? _ 

We purchased and had loaded in New York City a car 
load of furniture. When loading had been completed and bill 
of lading was tendered to the carrier for signature same was 
declined with the explanation that the shipment was not prop- 
erly loaded. We were advised that the merchandise would have 
to be unloaded and reloaded. 

The carrier recommended a firm who specialized in loading 
furniture. The shipper upon that recommendation, hired that 
firm and the unloading and reloading was completed. 

When the bill of lading was presented it was signed after 
the notation of shipper’s load and count was stamped thereon. 
When the car was received here it was discovered that there 
was a great deal of damage. The delivering carrier’s inspector 
was called, an inspection report made, and damage claim duly 
filed. 

The Carrier, after investigation, has declined payment, 
stating that the bill of lading was signed S. L. & C., showing 
that no inspection had been made at the time of loading. There- 
fore, the responsibility was not theirs, adding that no negli- 
gence had been discovered. 

Our contention is that, inasmuch as the shipper employed 
an expert recommended by the carrier to reload the shipment, 
this constitutes inspection. In addition to your opinion can you 
give us citations covering? 

Answer: Where goods are improperly loaded, the carrier 
may refuse to transport the goods so loaded. 

The firm specializing in the loading of furniture, even 


though recommended by the carrier, loaded the car at the | 


instance of the shipper. 


Nevertheless, the carrier, in accepting the goods for trans- | 


portation was in no different position than when the goods were 
first tendered for transportation, so far as responsibility on its 
part for transporting goods improperly loaded is concerned. 

Whether or not the car was improperly loaded the second 
time is a question of fact. 


M. C. CONTRACT REVISIONS 


The price adjustment board of the Maritime Commission 
has recovered $168,000,000 of excessive profits and brought 
about pfice reduction estimated at more than $82,000,000, “a 
saving for the government of over $250,000,000,” according t0 
the Maritime Commission. 

“Organized for the purpose of reviewing and renegotiating 
war contracts,” the commission said, “the board has processed 
more than 3,200 cases since its inception two and a half years 
ago. Renegotiations covered war contracts involving business 
in excess of $3,170,000,000, of which $1,423,000,000 represent 
reimbursable costs allowed and fees earned in connection with 
new ship construction.” 
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Tratfic Club Doings 


Items for this column are solicited and when they are sent and not 
published it is because they are inappropriate or not timely. Copies 
of a club’s publication or the notices it sends to members are 
usually not sufficient, because often they are received too late to be 
of value. THE TRAFFIC WorRLD goes to press in Chicago Friday of 
each week. News of coming or past events, such as meetings, din- 
ners and election of officers, is desired. If publicity is looked for it 
should be made the duty of someone in the club to keep us ade- 
qrately and promptly mformed.—Hditor THe Trarrio Worn. 





The Transportation Club of St. Paul, at its annual meeting 
January 16, elected the following officers: President, William 
M. Kidder, vice-president, Glendenning Motorways, Inc.; first 
vice-president, E. P. Leininger, traffic manager, American Radi- 
ator and Standard Sanitary Corporation; second vice-president, 
R. G. Malmquist, general agent, Minneapolis and St. Louis Rail- 
way; treasurer, Guy E. Dailey, vice-president, American Na- 
tional Bank; secretary, Charles A. Liggett, assistant traffic di- 
rector, St. Paul Association of Commerce; members of the board 
of directors, E. V. Burke, traffic manager, Superior Packing 
Company; E. W. Bergstrom, special traffic representative Great 
Northern Railway; G. A. Erickson, traffic manager, Jacob 
Schmidt Brewing Company; Charles C. Holm, general manager, 
E. L. Murphy Trucking Company; C. O. Ellsworth, public rela- 
tions supervisor, North Western Bell Telephone Company; E. 
N. Phelps, assistant general freight agent, Soo Line Railway. 
L. F. Rapp, retiring president, is the new chairman of the 
executive committee. 





Robert T. Loveland, new president of the Buffalo, N. Y., 
Traffic Club, began work in transpor- 
tation in 1928 as a clerk in the traffic 
department of the General Chemical 
Company at Buffalo. In 1930, he went 
to work for the Erie Coach Lines, and 
two years later, in 1940, he changed to 
the Moran Transportation Lines. With 
those lines he received several promo- 
tions, eventually becoming manager of 
their Olean, N. Y., terminal. In 1936 
he resigned to accept a position with 
the Co-Operative GLF Mills. He re- 
mained there until 1941 when he ac- 
cepted the post of assistant traffic man- 
ager at the Buffalo plant of the Amer- 
ican Elevator and Grain Corporation, 
which he now holds. He has been ac- 
tive in the affairs of the Buffalo Club 
for many years and was instrumental 
in the formation of its traffic class. 





The Tri-City Traffic Club (Rock Island, Illinois-Davenport, 
Iowa-Moline, Illinois), at its annual meeting, held in Daven- 
port, Ia., January 18, elected the following officers and di- 
rectors: President, H. H. Kohn, Collignon Construction Co., 
Davenport; vice-president, C. E. Carlson, division freight agent, 
Chicago, Burlington and Quincy, Rock Island, Ill.; secretary- 
treasurer, H. L. Hill, Traffic Bureau of East Moline, Moline, 
Rock Island, Inc. Directors, for two years: Charles Dohrn, 
Dohrn Transfer Co., Rock Island; Paul Zadach, division freight 
and passenger agent, Chicago, Rock Island & Pacific Railroad, 
Rock Island; and Bert O. Roege, traffic manager, Bee Line 


Manufacturing Co. Hold-over directors are: Hugo Arzberger, 


Davenport Besler Corporation, Davenport; H. E. Sever, Watson 
Transportation Co., Rock Island, and E. T. Hogue, Moline 
Pressed Steel, East Moline, Ill. 





N. M. Schulitz, of the Santa Fe Railroad traffic depart- 
ment, Chicago, spoke at a meeting of the Southern Wisconsin 
Traffic Club in Beloit, January 16, on tariff compilation and 
the workings of a railroad tariff department. 





_ The Traffic Club of New York has cancelled its annual 
dinner planned for February 21 at the Hotel Commodore. G. H. 
Burtis, secretary of the club, said the dinner was to have been 
Testricted as far as possible to resident members, and that 
every effort was to have been made to discourage attendance 
Involy ing rail travel or unnecessary hotel occupancy, but that, 
In view of the recent statements” of Director Johnson of the 

. D. T., and of James F. Byrnes, director of war mobilization 
and reconversion, it was considered “inadvisable to hold even 
4 loca! affair.” The club’s regular monthly meeting will take 
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place January 30 at the Hotel Biltmore. Dinner will be served 
and there will be entertainment. 





The program committee for the January 22 luncheon of 
the Transportation Club of Dallas was headed by Jack Web- 
berly, with Sam Reinhardt as vice-chairman. They were as- 
sisted by Harvey Allen, C. E. Cason, R. E. Egan, J. E. Haas, 
R. N. Jarl, T. E. Luther, F. C. Moseley, H. M. Powell, Charles 
Sorg, Jr., and S. I. Vaughan. The meeting was addressed by 
Stewart Evans, British Vice Consul at Galveston. The club 
is planning a Valentine dinner and dance for February 10. 





E. L. Hickman, recently elected president of the South 
Bend, Ind., Transportation Club, is assistant superintendent and 
local freight agent for the New Jersey, 
Indiana and Illinois Railroad at South 
Bend. He was born and reared on a 
farm in southern Michigan, and after 
being graduated from the Nashville, 
Mich., High School, went to work as a 
station helper for the Michigan Cen- 
tral at Nashville in 1903. The following 
year he was made freight clerk at 
Eaton Rapids, Mich., and a year later 
was promoted to be chief clerk at 
Charlotte, Mich. In 1907 he was sent 
to Kalamazoo, Mich., as station ac- 
countant and chief clerk, and in 1911 
he returned to Charlotte as station 
agent. In 1917 he became general agent 
for the Michigan Central at South 
Bend. He held this position until he 
resigned to accept the position he now 
holds with the N. J. I and I in 1923. 
He is a charter member of the South Bend Transportation Club. 








The Traffic Club of Wichita has elected and installed the 
following officers: President, C. K. Umbarger, traffic manager, 
Coleman Lamp & Stove Co.; first vice-president, C. E. Thomas; 
second vice-president, E. E. Kohlwes; secretary-treasurer, L. E. 
Schneider, agent, Western Weighing and Inspection Bureau. 





The regular monthly meeting of the Metropolitan Traffic 
Association of New York, Inc., a “ladies’ night,’ was turned 
over to Robert A. Henderson, chairman of the club’s enter- 
tainment committee, to provide entertainment for the ladies 
in attendance. Souvenirs were presented to the ladies present 
and there was a program of entertainment. 





The luncheon meeting of the Traffic Club of St. Louis, 
January 29, at the New Hotel Jefferson, will be addressed by 
Stratford Lee Morton, who will discuss a proposed new consti- 
tution for Missouri. The meeting will be the “Mile of Dimes” 
meeting of the club. 





G. Arthur Jones, commercial agent 
for the Chesapeake and Ohio, installed 
as president of the Grand Rapids Trans- 
portation Club at the club’s annual 
dinner, was born and reared in Pitts- 
burgh, Pa. His first experience was as 
clerk and then stenographer in the di- 
vision freight office of the Panhandle 
division of the Pennsylvania. For a 
short time he was with the Penn-Okla- 
homa Oil Corporation, and then went 
with the Clinchfield Railroad, first at 
Pittsburgh and later at Detroit, as so- 
liciting freight agent. He became trav- 
eling freight agent for the Chesapeake 
and Ohio in 1927, at Detroit, and moved 
to Grand Rapids some time later to 
serve as commercial agent for western 
Michigan. He has been active in club 
affairs for several years, has served on 
various committees, and was vice-president of the club in 1944. 








The Traffic Club of Washington, D. C., will hold its annual 
ladies night dinner dance at the Mayflower Hotel February 8. 
There will be a program of entertainment. The entertainment 
committee, Frank Pattie, chairman, is making arrangements. 





The Women’s Traffic Club of Philadelphia will hold a 
dinner meeting at the Women’s City Club February 13. 





The meeting of the Junior Traffic Club of Metropolitan 
St. Louis, to be held at the DeSoto Hotel February 7, has been 
designated blood donors’ night. Milton Faszholz, director, blood 
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donor service, American Red Cross, will speak. Two motion 
pictures, “Life Line of the Army” and “Liberty’s Life Stream,” 
will be shown. The St. Louis Barber Shop Quartet will enter- 
tain. The club plans a spring dance for April. Its March meet- 
ing will be ladies’ night. 





The Officers and directors of the Eastern North Carolina 
Traffic Club, at a meeting at Goldsboro, N. C., January 16, 
decided to forego a planned meeting to mark the tenth anni- 
versary of the club, which will occur on February 20. Instead, 
it was decided to mark the event with the purchase of a $100 
war bond with club treasury funds. After considerable dis- 
cussion of Office of Defense Transportation admonitions to 
refrain from unnecessary travel, it was decided unanimously 
that the club would hold no general meetings until travel con- 
ditions improved. It was pointed out in the discussion that 
there was no point in eastern Carolina where a general meet- 
ing could be held without involving considerable travel by 
the membership, because it was scattered over an area more 
than a hundred miles in radius. J. A. Bodine, general agent, 
Chesapeake and Ohio-Pere Marquette, Wilmington, N. C., has 
been elected chairman of the club’s board of directors. 


Don Weaver, editor and publisher, Fort Worth Press, will 
speak on “Newspapers and the War’ at a luncheon meeting 
of the Fort Worth Traffic Club January 29. There will be 
musical entertainment. W. G. Wilson is chairman of the com- 
mittee in charge of the arrangements. 


MANNING MERCHANT MARINE 


“Smashing all American maritime records for a single 
month, the War Shipping Administration’s recruitment and 
manning organization assigned 16,000 officers and men to sea 
duty during December, of whom 9,000 had been trained by the 
W. S. A. training organization,” said W. S. A. 

“Never before had W. S. A. been called upon by the indus- 
try and unions to supply so many men for immediate duty 
aboard merchant ships during a similar period. Every man 
was a volunteer, for the merchant marine is a civilain voluntary 
service.” 

Capt. Edward Macauley, deputy administrator of the War 
Shipping Administration, pointed out that many of these offi- 
cers and seamen had been reassigned after vital upgrade train- 
ing, although the majority were serving for their first trip, and 
added: 


The task of training officers and men to meet the constantly 
increasing demands of our expanding fleet and supply lines grows cor- 
respondingly greater. We have met this unprecedented expansion of 
our merchant fleet with sufficient men to man the ships, and with these 
ships and men we have met the requirements of our armed force for 
munitions and supplies. 

The training record of three divisions of the W. S. A.’s training 
organization reflects much credit for the efforts and planning by the 
men responsible for turning landlubbers into seamen in record time, 
while the record of the Merchant Marine, of course, speaks for itself. 
We have met every emergency with which we have been faced in this 
war, and will continue to do so in the constant battle to keep the supply 
lines open. December truly was a high spot in American maritime 
history. 


INDUSTRIAL POWER TRUCKS 


Changing requirements for industrial power trucks caused 
by changes in the war program can be met by the industry, 
members of the Industrial Power Truck Industry Advisory 
Committee told government officials at a meeting, the War 
Production Board reported, adding: 


The War and Navy Departments have endeavored to anticipate 
requirements and have placed orders for their requirements for the four 
quarters of 1945. However, changes in the war program are continuing 
to make changes in requirements and it will be necessary for the 
industry to meet these requirements as rapidly as possible. 

Requirements for trucks for industry are not expected to increase 
greatly during 1945. However, some additional 2,000 to 6,000 pound 
Ford trucks, especially the 3,500 and 4,000 pound models, will be re- 
quired to carry out armed services programs and to provide equipment 
for additional shell, tire and other production. If present schedules 
are met, however, requirements of industry can be filled, committee 
members believed. 

The committee agreed that repair parts must be furnished and 
trucks repaired before new trucks are produced. 

The War Department is now investigating the possibility of further 
interchangeability of parts and reconciling requirements with depot 
inventories, the committee learned. It is hoped this will reduce some 
of the requirements. 





CHANGE IN DOCKET 
Hearing in W-809, Sub. 1, January 25, Portland, Ore., cancelled. 
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Proposed Legislation 


Senator Wagner, of New York, for himself and Senator 
Wheeler, of Montana, has introduced S. 293, embodying the 
proposed amendments to the railroad retirement, railroad un. 
employment insurance and railroad taxing acts increasing bene. 
fits to railroad employes, sought by spokesmen for the em- 
ployes. A companion measure, H. R. 1362, has been introduced 
in the House by Representative Crosser, of Ohio. 


Representative Dondero, of Michigan, has introduced H. R. 
1428, a bill to approve the agreement providing for construc. 
tion of the St. Lawrence waterway and power project. 


Representative Talbot, of Connecticut, has introduced H. R, 
1385, authorizing blind persons to keep seeing-eye dogs with 
them in any coach or Pullman. 


Representative Walter, of Pennsylvania, has introduced H. R, 
1206, and Representative Sumners, of Texas, has introduced 
H. R. 1203, administrative procedure bills. 


Representative Hook, of Michigan, has introduced H. R, 
1370, a bill to prohibit discrimination in employment because 
of race, creed, color, national origin, or ancestry. 


Representative Angell, of Oregon, has introduced H. R, 
1406, a bill to amend the railroad retirement act so as to pro- 
vide for payments of benefits with respect to the month in 
which an annuitant or pensioner dies. 


Representative Mansfield, of Texas, chairman of the House 
committee on rivers and harbors has introduced H. R. 1577, 
authorizing construction of rivers and harbors. 


Representative Norrell, of Arkansas, has introduced H. R. 
1521, a bill to terminate the motor vehicle use tax. 


Senator McCarran, of Nevada, has introduced S. 326, a 
bill to create the All-American Flag Line, Inc., and to assure 
the United States world leadership in the field of air trans- 
portation. The measure is a reintroduction of legislation pro- 
posed by the senator at the last session of Congress. 

Senator Reed, of Kansas, has reintroduced his bill provid- 
ing for amendment of section 5 of the interstate commerce act 
with respect to the pooling and division of avails of increases 
in rates permitted on a percentage or other uniform basis in 
general revenue cases. The number of the new bill is S. 336. It 
has been referred to the Senate committee on interstate com- 
merce. 

Senator Reed also has introduced S. 337, authorizing joint 
action by common carriers subject to the interstate commerce 
act in connection with procedures related to the establishment 
of rates and the taking of other action, subject to regulation of 
the Commission. 

Representative Bland, chairman of the House committee 
on merchant marine and fisheries, has introduced H. R. 1623, to 
amend section 511(i) of the merchant marine act, 1936, as 
amended, with respect to excess profits tax and capital stock 
tax rate in order to make tax rates conform to provisions of 
revenue legislation. 

Senator McFarland, of Arizona, has introduced S. 339, a 
bill granting to the state of Arizona certain lands and interests 
in lands in that state heretofore released by railroad companies. 

Senator McCarran, of Nevada, has introduced S. 374, a 
bill to amend the national motor vehicle theft act of October 
29, 1919, by including aircraft therein, making it ‘An act to 
punish the transportation of stolen motor vehicles or aircraft 
in interstate or foreign commerce.” 


Senator Cordon, of Oregon, has introduced S. 356, a bill to 
amend part II of the interstate commerce act, as amended, s0 
as to provide a limitation on the time within which actions 
may be brought for the recovery of undercharges and over- 
charges by or against common carriers by motor vehicle. The 
bill would add a new section after section 223 designated sec- 
tion 223a providing that all actions at law by common carriers | 
subject to this part for recovery of their charges, or any part 
thereof, shall be begun within two years from the time the 
cause of action accrues, and not after, and that for recovery of 
overcharges action at law shall be begun within two years from 
the time the cause of action accrues, and not after. Exceptions 
to the general provisions are provided. 

Senator O’Daniel, of Texas, has introduced S. 368, a bill 
to amend the petroleum pipeline construction act of July 30, 
1941, to provide for dismantling of such lines if used for trans- 
portation of natural gas and return of lands used for such pipe- 
lines to persons from whom acquired. 

Representative Snyder, of Pennsylvania, has introduced 
H. R. 1700, a bill to provide for the location, survey, and build- 
ing of a system of transcontinental highways, three east and 
west and six north and south highways. The bill authorizes the 
appropriation of sixteen billion dollars for the projects. 

Representative Harris, of Arkansas, has introduced H. R. 
1737, a bill to amend the railroad retirement act relative t0 
death benefits. 





















































































January 


No. 2924 


No, 292: 


No. MC 


No. 292 


MC C-4 





LD 





itor 
the 
un- 
ne- 
em- 
iced 


_R, 
ruc- 


. R, 
vith 


. R. 
iced 


_R 
ause 


< 
pro- 
h in 


ouse 
L577, 


1. R. 


i 2 
ssure 
rans- 
pro- 


ovid- 
e act 
CASES 
sis in 
36. It 
com- 


joint 
nerce 
ment 
on of 


nittee 
23, to 
6, as 
stock 
ns of 


339, a 
erests 
anies. 
574, a 
tober 
act to 
rcraft 


bill to 
ed, so 
ctions 
over- 
>», The 
d sec- 


irriers | 


y part 
ie the 
ery of 
; from 
ptions 


a bill 
ily 30, 
trans- 
1 pipe- 


y»duced 

build- 
st and 
zes the 


H. R. 
tive to 


January 27, 1945 





Digest of New Complaints 





No. 29244, Jasper Stone Co. et al., Jasper, Minn., vs. Burlington et al. 
Alleges claimed excess transportation charges as follows: $145 on 
carload of ‘‘stone paving blocks and stone, broken, crushed or 
ground,”’ sold to Hardinge Co., Inc., f.o.b. car, Jasper, and billed 
by latter to Defense Plant Corporation, Temple, Pa., on or about 
September 30, 1942, charges of 55 cents a 100 pounds prepaid; $135 
on carload of ‘‘flint blocks, paving blocks,’’ Jasper to New York, 
N. Y., November 5, 1942, charges of $285 prepaid by complainants; 
and $80 on carload of ‘‘stone, paving blocks or stone,’’ Jasper to 
New Orleans, La., December 18, 1942, charges of $275 prepaid by 
complainants, all in violation of sections 1 and 6. Asks cease and 
desist order, finding that complainants did not make aforemen- 
tioned shipment from Jasper to Temple, Pa., determination of 
properly applicable descriptions of the three shipments, and rates. 
(P. R. Wigton, 1221 Badgerow Bldg., Sioux City, Ia.) 
No. 29245, Minneapolis Traffic Association vs. Chicago & North Western 
et al. 

Alleges that published carload rates on grain, grain products, 
seeds, petroleum products, manufactured articles, agricultural prod- 
ucts, lumber and forest products, and other articles, applying be- 
tween Chicago, Ill., and stations in specified origin and destination 
territories, also apply as joint rates to and from all industries in 
the Chicago switching district; and that to the extent that de- 
fendants do not absorb connecting lines switching charges on 
carload traffic to and from Minneapolis, Minn., the practice of 
applying the Chicago, Ill., carload rates, as joint rates, to and from 
industries in the Chicago switching district, while applying the 
Minneapolis, Minn., carload rates, plus connecting line switching 
charges to and from industries on connecting lines in Minneapolis, 
violates sections 1,-2 and 3. Further alleges that practice of de- 
fendants serving Minneapolis, Minn., of absorbing switching charges 
of connecting lines out of the line-haul rates on carload shipments 
only when the switching line or the switching line and its connection 
competes with the line-haul carrier, while refusing to absorb such 
switching charges out of the line-haul rate when the switching 
line or the switching line and its connection do not compete with 
the line-haul carrier, violates section 2. Asks cease and desist 
order, rates, rules, and practices. (Frank B. Townsend, 164 New 
Chamber of Commerce, Minneapolis 15, Minn.) 

MC C-445, Duquesne Packing Co. vs. Urban J. Haas & Cyril H. Wissel, 
dba H. & W. Motor Express Co. 

Alleges rates and charges on basis of class rates existing between 
September 1, 1943, and January 26, 1944, which greatly exceeded 

, commodity rates of 22 cents a 100 pounds, minimum weight 20,000 
pounds, maintained by defendant previous and subsequent to de- 
scribed shipments of fresh meats, packing-house products and other 
products of slaughtered animals from Dubuque, Ia., to Chicago, IIl., 
in violation of section 216, part II. Asks rates and conclusion that 
charges assessed and collected were in violation of section 216. 
29246, Mutual Citrus Products Co., Inc., Anaheim, Calif., vs. Atchi- 
son, Topeka & Santa Fe et al. 

Alleges rates on powdered lemon juice from Anaheim, Calif., in 
carloads, to various destinations in groups A, B, C, C-1, D, and E, 
as described in South Coast Territorial Directory 41-H, Agent L. E. 
Kipp’s I. C. C. No. 1493, at $1.43 a 100 pounds to destinations in 
groups A, B, C, and C-1, and $1.15 a 100 pounds to destinations in 
groups D and E, all. subject to a minimum carload weight of 40,000 
pounds, in violation of sections 1 and 3. Asks cease and desist 
order and rates. (F. W. Turcotte, 1004 Builders Exchange Bldg., 
656 South Los Angeles St., Los Angeles 14, Calif.) 


No, 29247, Clyde M. Wood, Inc., Los Angeles, Calif. vs. Southern Pacific. 
Alleges class A rate of 39 cents a 100 pounds, based on weight of 
48,000 pounds, on one carload of cOntractors’ used equipment 
shipped from Yuma, Ariz., to Long Beach, Calif., February 8, 1943, 
actual weight—25,880 pounds, in violation of section 6. Asks cease 
and desist order and reparation. (E. W. Cox, 406 South Main St., 
Los Angeles 13, Calif.) 


MC C-465, Sausage Mfg. Co., Inc., Pittsburgh, Pa., vs. North Brad- 
dock Motor Lines. 

Alleges rate of 68 cents a 100 pounds on truckload of cheese, in 
wooden cases, transported December 14, 1943, New York, N. Y., to 
Pittsburgh, Pa., consigned to complainant, in violation of section 
217(b) of part II. Asks cease and desist order and payment to 
complainant of overcharge. 


29248, Thompson, Weinman & Co., Inc., Cartersville, Ga., vs. Louis- 
ville & Nashville et al. 

Alleges rates on ground barite (barytes), minimum carload 80,000 
pounds, from Cartersville, Ga., to various interstate destinations, 
in excess of 14 per cent of first-class rates in violation of sections 
1 and 3. Asks cease and desist order, rates, and reparations. 
(Edgar Watkins, 1207 Citizens & Southern National Bank Bldg., 
Atlanta 3, Ga.) 


C-446, Lillian F. Clark, Philadelphia, Pa., Executrix of the Estate 
of Raymond H. Clark, Deceased. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 


C-447, Darold H. Rumsey, Westfield, Pa. Revocation of Certificate. 
Investigation instituted by the Commission, division 5, into dis- 

continuance of operations by respondent, and failure to file evidence 

of security for protection of the public. 

MC C-448, Walter Swan, Philadelphia, Pa. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
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continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 
C-449, Samuel Platsky, Philadelphia, Pa. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-450, Ida K. Frantz, Upper Darby, Pa., Executrix of the Estate of 
Teddy Frantz, Deceased. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-451, Howard H. Hoy, Shippensburg, Pa. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-452, Anna Werner, Camden, N. J., Executrix of the Estate of 
Augustus F. Werner, Deceased. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-453, Ballard Motor Service, Inc., Philadelphia, Pa. 
Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-454, William B. Loftus, dba Pittston Transfer Co., Pittston, Pa. 
Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-455, Florence R. Baroody, dba Tab Transportation Co., Philadel- 
phia, Pa. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-456, Frank D. Macomber, dba Macomber’s Delivery Service, Phila- 
delphia, Pa. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-457, Max E. Lindenlaub, dba P. & L. Trucking Service, Vineland, 
N. J. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-458, Joseph D. Mulrenan, dba Mulrenan’s Express, Philadelphia, 
Pa. Revocation of Certificate. 

Investigation instituted by .the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-459, Bernard Joseph Kelly, dba B. J. Kelly Moving Co., Philadel- 
phia, Pa. Revocation of Certificate. 

Investigation instituted by the Commission, division 5, into dis- 
continuance of operations by respondent, and failure to file evidence 
of security for protection of the public. 

C-466, Valley Motor Lines, Inc., Fresno, Calif. et al. vs. Western 
Truck Lines, Ltd., Los Angeles, Calif. 

Alleges that defendant, a motor carrier engaged in transportation 
of general commodities, with exceptions, operates between San 
Francisco and Sacramento, Calif., and intermediate points, and be- 
tween said points, on the one hand, and Reno, Nev., on the other, 
in violation of section 206 (a) of part II. Ask cease and desist 
order, or hearing at San Francisco, and findings. (Berol & Handler, 
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WARTIME MERCHANT MARINE LAW 


The House committee on merchant marine and fisheries 
has issued a 605-page compilation of laws, proclamations and 
executive orders relating to the Maritime Commission and War 
Shipping Administration and put into effect in the period 
from September 8, 1939, the date of proclamation of a limited 
national emergency by the President, to December 31, 1944, 
inclusive. 

The book, identified by the committee as committee docu- 
ment No. 55-A, consists of nine parts, as follows: (1) Appro- 
priations and authorizations; (2) claims and litigation; (3) con- 
tracts; (4) seamen; (5) shipping; (6) taxation; (7) vessels and 
other property; (8) national emergency and war, and (9) mis- 
cellaneous material. 

Indexes in the book include a chronological list of acts 
of Congress in the period covered by it, and chronological lists 
of proclamations, executive orders, and appropriations acts. 
Also included among the indexes is an alphabetical list of 
acts by short title or popular name, a list of opinions of the 
Attorney General, and an appendix in which are reproduced 
the shipping act, 1916; the merchant marine acts, 1920 and 
1928, and the intercoastal shipping act, 1933. 


UNION PACIFIC BUYS CARS 


The Union Pacific Railroad has placed an order for 1,000 
fifty-ton. box cars, for delivery in the fall of 1945, according to 
an announcement by G. F. Ashby, executive vice-president. 
The cars, he says, will be of the “best standard design, the 
same as built in Union Pacific shops for several years,” and 
will cost a total of nearly $4,000,000. 





Personal Notes 


Joshua S. Bartley has been appointed to the newly created 
position of general traffic manager of Campbell Soup Co., Cam- 
den, N. J., to have charge of all traffic of the company and its 
subsidiaries within the United States. His former title was 
traffic manager. Fred W. Miller, formerly assistant traffic 
manager, has been appointed traffic manager (central division) 
at Chicago. 

The Baltimore & Ohio Railroad has appointed E. C. Schlag 
district freight representative at Kansas City, Mo., succeeding 
H. L. Kendall, who died. 

The Railroad Association of Philadelphia elected the follow- 
ing officers at its fifty-sixth annual meeting, January 18: Pres- 
ident, S. C. Hobbs, Pittsburgh & West Virginia Railway; vice- 
president, J. M. Thistle, Wheeling & Lake Erie Railroad; secre- 
tary, John J. Needham, Norfolk & Western; treasurer, R. E. 
Sigman, Baltimore & Ohio. 

Frank L. Jenkins, general passenger traffic manager of the 
Southern Railway System, Washington, D. C., was elected pres- 
ident of the.American Association of Passenger Traffic Officers 
at a special meeting in New York City, January 17. 

Charles Arthur Canning, 77, general freight agent of the 
Green Bay & Western Lines when he retired eight years ago, 
died at his home in Minneapolis, Minn., January 19, after a 
long illness. 

W. J. Jenks, president of the Norfolk & Western Railway, 
presented diamond insignia of the N. & W. Veterans Association, 
January 20, to fourteen men, each of whom had worked for the 
railroad fifty years or more, and whose aggregate service to- 
taled more than 720 years. The recipients were as follows: 
W. J. Sutherland, section foreman, Bedford, Va.; D. W. Tabor, 
retired assistant yardmaster, Bluefield, W. Va.; George W. Pile, 
agent, Bluefield, Va.; H. L. Laughter, engineer, Wilco, W. Va.; 
Dr. R. S. Griffith, consulting surgeon, Waynesboro, Va.; Jacob 
Krause, engineer, Portsmouth, O.; James K. Colley, engineer, 
Portsmouth, O.; E. G. Goeller, retired erecting shop foreman, 
‘Portsmouth, O.; Robert S. Fry, agent-operator, Salem, Va.; 
Arthur H. Price, agent-operator, Rural Retreat, Va.; William 
A. Vawter, passenger conductor, Roanoke, Va.; John A. Croy, 
retired boilermaker, Roanoke; John W. Wade, general store- 
keeper, Roanoke, and W. E. Bryant, retired section foreman, 
Henry, Va. T. T. Parrish, retired train dispatcher, Roanoke, 
scheduled to receive the insignia, was unable to attend the 
presentation ceremony on account of illness in his family. 

Chevrolet motor division, General Motors Corporation, an- 
nounces the appointment of John W. Burke as manager of the 
Chevrolet commercial and truck department, succeeding W. E. 
Fish, recently advanced to assistant general sales manager of 
the division. 

Harold A. Fitzgerald, of Pontiac, Mich., has been named a 
director of the Grand Trunk Railroad. He is publisher of the 
“Daily Press” of Pontiac. 

Edward Rutherford has been appointed general traffic 
manager for California Vineyards Association, with headquar- 
ters at Fresno, Calif. He will have jurisdiction over all ship- 
ments of Roma Wine Co., Cresta Blanca Wine Co., and the 
California Vineyards Association. 

George F. Ehlen has been promoted from assistant general 
freight agent to general freight agent of the Spokane, Portland 
& Seattle Railway. Harry W. Shields has been advanced from 
assistant general passenger agent to general passenger agent. 
Kenneth C. Miller, industrial, agricultural and livestock agent, 
has been made general industrial and agricultural agent. Head- 
quarters of the new appointees are at Portland, Ore. 

Edward J. Plover, general traffic manager, American Dis- 
tilling Co., Pekin, Ill., died in the St. Francis Hospital, Peoria, 
Ill., December 31, following a brief illness. 

The Union Pacific Railroad Co. announces the appointment 
of Paul Rigdon as acting vice-president in charge of operations, 
with headquarters at Omaha, Neb. 


Carl H. Groninger, division freight agent, Baltimore & Ohio 
Railroad Co., Baltimore, has been promoted to assistant gen- 
eral freight agent, Chicago, Ill. The foregoing item was incor- 
rectly reported in the January 20 issue of The Traffic World. 

Frank A. Thompson, trustee and chief executive of the St. 
Louis-San Francisco Railway, has been elected president of 
Frisco Lines of Texas by the railroad’s board of directors. He 
was also elected president of the Frisco Transportation Co., a 
wholly-owned subsidiary. 

New officers of the Oakland Foreign Trade and Harbor 
Club installed at the recent annual dinner meeting at the 
Athens Athletic Club, are as follows: President, Ralph Boomer, 
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Western Vegetable Oils Co.; vice-president, W. G. Perker, Mar. 
chant Calculating Machine Co.; treasurer, Frank McCarthy, 
Central Bank of Oakland; executive secretary, John A. Sowers, 
manager, World Trade Department, Oakland Chamber of Com. 
merce, Board members for the new year are: Mr. Boomer, 
Mr. Perker; C. M. Jorgensen; Laher Spring, & Tire Corpora- 
tion; M. D. McCarl, Port of Oakland; L. A. Neill, Oliver 
United Filters, Inc.; Wallace Worswick, Galen Co.; and retiring 
president, John P. Ventre. 

The Oakland, Cal., Chamber of Commerce, has announced 
the reestablishment of its world trade department, and the 
appointment of Mr. Sowers as its manager. Until he joined the 
War Production Board in 1942, as manager of its Oakland 
branch office, Mr. Sowers was manager of the department. 

A. F. Hock, formerly national merchandising manager for 
the Chrysler Corporation, has been appointed general traffic 
manager of Pennsylvania-Central Airlines. 

According to an announcement from the headquarters of 
the U. S. Army in the European Theater of Operations, John 
C. Lutz, who, before his entrance into the service was traffic 
manager for the Chicago, South Shore and South Bend at 
Burnham, IIll., has been appointed supply sergeant for the 
755th Railway Shop Battalion, U. S. Army, in Belgium. 

Friends and associates of W. H. Welsh, who retired as 
assistant traffic manager of the Youngstown Sheet and Tube 
Company, Youngstown, O., January 1, will make a testimonial 
presentation to him at the Youngstown Club January 31. 

Guy L. Leonard has been appointed superintendent of the 
weighing and inspection department, north Pacific coast ter- 
ritory, for the Trans-Continental Freight Bureau, at Seattle, 
Wash., to succeed J. C. Fox, who died. 

Ernest J. Carr has been appointed general eastern traffic 
manager for the Illinois Central System at New York. Charles 
H. Campbell has been appointed to succeed Mr. Carr as as- 
sistant traffic manager, St. Louis, Mo., and Harry W. Williams 
has been appointed to succeed Mr. Campbell as general traffic 
agent at Louisville, Ky. S. F. Lynch has been appointed general 
superintendent of transportation, at Chicago. Other [Illinois 
Central appointments include: Charles F. Duggan, assistant 
general manager, Chicago; C. J. Fitzpatrick, superintendent, 
Iowa division, Waterloo, Iowa; E. H. Hallman, superintendent, 
Springfield division, Clinton, Ill.; E. J. Brosseau, trainmaster, 
Waterloo; John L. Bevan, Jr., trainmaster, Kankakee, II; 
R. E. Lees, trainmaster, Vicksburg, Miss. 

Philip R. Clarke, president, City National Bank and Trust 
Company, Chicago, was elected a director of the Pennsylvania 
Railroad Company at a meeting of the board of directors 
January 24. 

R. W. Marye was elected general manager of the Charles- 
ton and Western Carolina Railway at a meeting of the execu- 
tive committee at New York January 17. His headquarters 
are at Augusta, Ga. 


Edward G. Konkol has been appointed secretary of the 
Motor Carrier Association of Wisconsin. He was formerly 
district manager for division of highway transport, Office of 
Defense Transportation, at Green Bay, Wis. 


The Atlantic Coast Line Railroad has announced the fol- 
lowing appointments, all at Wilmington, N. C.; M. M. Rudolph, 
assistant general manager; L. S. Jeffords, chief engineer; W. S. 
Baker, chief of personnel; L. E. Hart, personnel officer, and 
W. L. Dixon and J. L. Hodges, personnel assistants. 


Everett C. Hite has been appointed combustion and refrac- 
tories engineer in the steel mill metallurgical department of the 
Timken Roller Bearing Company, Canton, O. 


C. S. Mays, fuel agent for the Southern Railway at Knox- 
ville, Tenn., will retire February 1 after 43 years with the 
company. He will be succeeded by J. E. Pendleton, now as- 
sistant fuel agent, and N. W. Howson will assume that position. 


C. E. Swanson has been appointed acting general store- 
keeper for the Chicago, Burlington and Quincy at Chicago, be- 
cause of the disability of G. A. Goerner, general storekeeper. 

The Western Pacific Railroad has announced the following 
appointments: Ernest Gommer, assistant general passenger 
agent, a newly created position, at San Francisco, Cal.; Talbor 
Kelly, chief clerk, passenger department, San Francisco; Wil- 
lard M. Workman, district passenger agent, Sacramento, Cal.; 
John L. Berschens, military passenger agent, San Francisco; 
Almus L. Roundtree, manager, baggage, mail and express de- 
partment, a newly created position, at San Francisco; Merritt 
W. Hartel, manager, service bureau, San Francisco. 


W. S. A. RATE ORDER 


The War Shipping Administration has issued rate order 
No. 301, prescribing as maxima rates and surcharge, sugal; 
from Cuba to U. S. Atlantic and Gulf ports. 


January 
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Books on Freight Traffic 


industrial Traffic Management, by G. Lloyd Wilson 


335 pages covering training, shipping, receiving, management 
of equipment, rates, adjustments, tariffs, routing, tracing, ex- 
peas. claims, express, parcel post, foreign trade, procedure 
efore commissions, federal regulation. Two volumes—Cloth 
bound, $1.50 each—Two volumes $3.00. 


Principles of Freight Traffic, by G. Lloyd Wilson 
Railroad freight traffic departments, rules of freight classifica- 
tion, rate making, tariff construction and interpretation, rate 


structures, and export and import rates. 160 pages, cloth 
bound, $1.50. 


Selling Highway Freight Transportation, by Charles E. Parks 


Shipping motives, sales resistance and how to meet it, sug- 
ested techniques for personal solicitation, and profitable fields 
or selling. 70 pages, cloth bound, $1.00. 


The Principles of Water Transportation, by G. Lloyd Wilson 


Development and organization of water transportation, ports, 
port charges, freight forwarding, brokerage, documents pro- 
cedure, freight classification, rates, passenger, mail, express 
services, government aid, regulations, policies of leading mari- 
time nations. 107 pages, paper cover, 50 cents. 


Selling Railroad Transportation, by Charles E. Parks 
Selling methods, qualifications of railroad salesman, what he 
should know, four groups of prospects, buying motives, analy- 
sis of buying process. 71 pages, paper cover, 50 cents. 


Motor Freight Transportation and Regulation, by G. Lloyd Wilson 
Development, types, local and ae services, freight classi- 
fications rates, regulations tariffs, schedules, bills of lading, 


shipping documents, liability insurance, accounting. 168 pages, 
cloth bound, $1.50. 


Air Transportation and Regulation, by G. Lloyd Wilson 


70 page, paper cover booklet. Air mail, air express, passenger 
services, regulations. 50 cents. 


Traffic Law, by G. Lloyd Wilson 


Duties and liability of carriers, special rates, rebates, claims, 


embargoes, freight pooling, payments. 70 pages, paper cover, 
50 cents. 


52 TRAFFIC LESSONS 


on Fundamentals of Freight Traffic, by G. Lloyd Wilson 
in 4 Parts—$1.50 Each—Set of 4, $5.00 


Part 1—Frelght Classification and Rate Making 


Carrier traffic management—functions and organization, traffic 
geograph , territorial subdivisions, principles and rules of 
reight classification and rate making, rate structure, rate 
making machinery, tariff construction and 
Cloth bound, 160 pages, $1.50. 


Part 2—Rallroad Freight Rate Structure 


The freight rate structure of each territorial subdivision, 
interterritorial rate structure, rail-water rates, and import and 
export railroad rates. Cloth bound, 208 pages, $1.50. 


Part 3—Miscellaneous Transportation and Rates 


Covers freight rates and services of all types of transportation 
other than railroads—Motor Carriers—Water Carriers—Freight 
Forwarders—Air Lines—Express Companies—Pipe Lines—Pri- 
vate Freight Cars. Cloth bound, 151 pages, $1.50. 


Part 4—Freight Shipping Documents, Routing and Claims 


Includes chapters on Shipping Documents—Routing, Tracing 
and Expediting—Loss, ——~ Delay Claims and Overcharge 
Claims—Concealed Loss and Damage Claims—Reparation— 
Procedure before Committees and 
Cloth bound, 166 pages, $1.50. 


TRAFFIC LAW AND PROCEDURE—By G. Lloyd Wilson 


in 3 Parts—$2.00 Each—Set of 3, $5.00 
Part 1—Services 


Transportation act and all amendments; the status, duties and 
obligations of carriers; the rights and privileges of shippers; 
car service; distribution of cars; pooling; switching connec- 
tions; transit services and privileges; terminal facilities and 
services; embargoes; demurrage; the commodities clause; 
penalties and damages, etc. Cloth bound, 208 pages, $2.00. 


Part 2—Rates 


Undue preference and prejudice, special rates, rebates, Inter- 
state and Intrastate rates, unreasonableness, fourth section, 
rate making, valuation, free and reduced rates, allowances, 
tariff publication and construction, routing, misrouting, joint 
rates, collection, payments, guarantee, liability, loss, damage 
and delay claims, overcharge, undercharge, reparation, ac- 
counts, records, securities. pages, cloth bound, $2.00 


Part 3—Procedure 


Powers and jurisdiction of I.C.C., informal, modified, short- 
ened and formal procedure before I.C.C., investigations, sus- 
pensions, testimony, evidence, pleadings, ‘service, reports, 
orders, administrative functions, court reviews, practitioners 


ethics, practice before M. C. Cloth bound, $2.00. 


All books shipped postpaid. If ten or more books are ordered at one 
time, deduct 10% from Iist price. Send remittance with order to 
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Docket of the Commission 


NOTE—Items in the docket marked with an asterisk (*) have been 
added since the last issue of THE Trarric WorLD. New assignments 
now on the Commission’s docket of dates later than herein shown 
will not bear asterisks when they do appear. Current cancellations 
and postponements announced too late to show the change in this 
docket will be noted elsewhere. 


January 29—Brooklyn, N. Y.—Hotel St. George—Examiner Carpenter: 
MC 104620, Sub. 9—D. E. Burner and Fuel Corp., Rockville Centre, 
N. Y., certificate. 


January 29—Brooklyn, N. Y.—Hotel St. George—Examiner Konigsberg: 
1. & S. 5324 and 1st Sup.—Switching charges of B. C. R. R. at Buffalo, 


January 29—Casper, Wyo.—Fed. Bldg.—Examiner Linn: 
MC 104413, Sub. 7—Dawson & Corbett, Rawlins, Wyo., certificate to 
extend operations. 
January 29—Chicago, IIl.—Morrison Hotel—Examiner McGrath: 
29176—Colgate, Palmolive, Peet Co. vs. A. G. S. et al. 
January 29—Clinton, la.—City Hall—Examiner Lyle: 
Finance 14698—Appl. of C. & N. W. for a certificate permitting aban- 
donment of branch line extending from Lyons to Anamosa, Ia, 
January 30—Albuquerque, N. M.—Hilton Hotel—Jt. Bd. 87: 
MC 1427, Sub. 3—New Mexico Transportation Co., Inc., Roswell, N. 
M., certificate to extend operations. 


MC 30600, Sub. 44—Santa Fe Trail Transportation Co., Wichita, Kan., 
certificate to extend operations. 


January 30—Birmingham, Ala.—Thomas Jefferson Hotel—Jt. Bds. 100 
and 14: 
MC 29957, Sub. 47—Tri-State Transit Co. of Louisiana, Inc., Shreve 
port, La., certificate to extend operations. 
MC 50655, Sub. 15—Gulf Transport Co., Mobile, Ala., certificate to ex- 
tend operations. 
MC 105384—Columbus Coach Co., Columbus, Miss., certificate. 
January 30—Brooklyn, N. Y.—Hotel St. George—Examiner Carpenter: 
MC ee Refrigerated Trucking Service, New York, N. Y., 
ce cate. 


January 30—Charleston, W. Va.—Fed. Ct.—Jt. Bd. 10 and Examiner 
Peterson: 


MC 4197, Sub. 5—Logan Transfer Co., Logan, W. Va., certificate to 
extend operations. 


MC 69763, Sub. 1—Whiting Transfer Co., Glenville, W. Va., certificate 
to extend operations. 


January 30—Chicago, I!!.—Morrison Hotel—Examiner McGrath: 
29182—Quaker Oats Co. vs. Can. Nat’l et al. 


January 30—Fargo, N. D.—U. S. Ct.—Jt. Bds. 219 and 142: 
MC 28132, Sub. 4—Hvidsten Transport, Grafton, N. D. 
MC 104530, Sub. 1—Thief River Falls Transport, Thief River Falls, 
Minn. 
January 30—Indianapolis, Ind.—State Comm.— Jt. Bd. 72: 
MC 1649, Sub. 25—Railway Express Motor Transport, Inc., Indianap- 
olis, Ind., certificate to extend operations. 
January 30—Portland, Ore.—Multnomah Hotel—Examiner Way: 
W-496—Mirene Co., application. 
January 31—Afton, Wyo.—Fed. Bldg.—Jt. Bd. 49: 
MC 95688, Sub. 6—Brown Truck Line, Fairview, Wyo., certificate to 
extend operations. 


January 31—Brooklyn, N. ¥Y.—Hotel St. George—Examiner Carpenter: 
MC 93936, Sub. 1—M. Flannery, Westbury, N. Y., certificate to ex- 
tend operations. 


McC 105500—H. Holck, Brooklyn, N. Y., permit. 
January 31—Cedar City, Utah—Cedar and County Safety Bldg.—Jt. Bd. 
24 . 


cle 
MC 64545, Sub. 3—Syrett Commission Co., Cedar City, Utah, certif- 
cate to extend operations. 
January 31—Cheyenne, Wyo.—State Comm.—Jt. Bd. 29: 
MC 103521, Sub. 4—Crown Oil Co., Cheyenne, Wyo., certificate. 
January 31—Charleston, W. Va.—Fed. Ct.—Examiner Peterson: 
MC 93730, Sub. 1—Clark Trucking & Equipment Co., Charleston, W. 
Va., certificate to extend operations. 


January 31—Chicago, !!1.—Hotel Morrison—Examiner Mc@Grath: 
29195—Dining Car Employes’ Union Local 351 vs. A. T. & S. F. 


January 31—Hobbs, N. M.—Harden Hotel—Jt. Bd. 33: 


MC 103288, Sub. 2—Lea County Welding Works, Jal, N. M., certif 
cate to extend operations. 


January 31—Indianapolis, Ind.—State Comm.—Examiner Parker: 
MC 104032, Sub. 15—Bud Marks Truck Service, West La Fayette, Ind., 
certificate to extend operations. 


January 31—Tacoma, Wash.—U. S. Ct.—Examiner Higgins: 
MC-F 2110—E. L. Skeel, purchase, J. Kuhns and Grays Harbor Lines. 


January 31—Washington, D. C.—Examiner Cheseldine: 
Fourth Section Appl. 21021—Ferro-Chrome from and to points in official 
territory. 


February 1—Brooklyn, N. Y.—Hotel St. George—Examiner Carpenter: 
MC 74083—Sutherland Shipping, Inc., New York, N. Y. 

February 1—Charleston, W. Va.—Fed. Ct.—Examiner Peterson: 
MC 105225—Service, Inc., Washington, D. C., certificate. 

February 1—Cheyenne, Wyo.—State Comm.—Examiner Linn: 


MC 44911, Sub. 4—C. A. Wilhelm, Pine Bluffs, Wyo., certificate to ex 
tend operations. 
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The day that the United States had to go Men on the P. & P. U. Ry. have been a vital 


Fall, Finto World War II on a really earnest basis part of this entire R-Day picture, performing 


amy f... and every day from then until final vic- the all-important function of classification and 


tory... can definitely be designated as R-Day. interchange of cars 


ate # On every one of these days—the Railroads 


nter: 


‘ , 7 Just as this function has always been an 
to ex § Of America—all united for victory—have been 


, r A important one in rail transportation, it will con- 
it. pa. PPCTforming the wonder of transportation in P P 


cert [World War Il. With less equipment, man- tinue to be in the future, war or no war. And 


; power shortage, terrific increases in tonnage, that is the part the P. & P. U. Ry. will keep 


on, W: F railroads have kept war freight on the move, performing as it has for the past sixty-three 


under private management, around the clock. years. 
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SWITCHING SERVICE BETWEEN: Peoria & Pekin Union Ry.; Chicago, Rock Island & Pacific Ry.; Chicago & North ee E. F. STOCK 
Western Ry.; Chicago & Iilinois Midland; IIlinois Terminal Railroad Co.; Inland Waterways Corp.; Minneapolis & &S yl 

St. Louis Ry. ; Alton Railroad; Atchison, Topeka & Santa Fe Ry.; Illinois Central R. R.; Pennsylvania Railroad; “S36 TRAFFIC 
Peoria Terminal R. R.; Chicago, Burlington & Quincy Railroad; New York, Chicago & St. Louis Railroad; Cleveland, \ MANAGER 
Cincinnati, Chicago & St. Louis Ry. (Peoria & Eastern); Toledo, Peoria & Western R. R. “SS 


es a © | a  -  <— - e  —SY  - - yan YY Ae: ee de 2 





enter: 


n: 











te to ex 













NO MORE 
“IN BOND’ 
SHIPMENTS 






BRANIER 
Tuteruational 
AIR EXPRESS 


“To and “Prom Mexico 


Now shippers can expect immediate, in-transit cus- 
toms clearance for their shipments. Experienced 
personnel and licensed customs brokers speed goods 
through customs at Laredo—largest, most complete 
U. S. port of entry to and from Mexico. Duties ad- 
vanced at the border, eliminating delays heretofore 
experienced with ‘‘in bond’’ shipments. Streamlined 
handling for cargo to and from your store-door. 





















FORT WORT! 


waco 
AUSTIN: 
SAN ANTONIO 
LAREDO 


NUEVO en ‘ eae 
, 


MONTERREY 


In Mexico—Compania : 
Mexicana de Aviacion, S.A. } — 


All “The Way Delay 


CALL YOUR LOCAL RAILWAY EXPRESS 
AGENCY FOR THE BRANIFF SHIPPER’S 
LETTER OF INSTRUCTIONS AND TO PICK- 
UP YOUR SHIPMENT. NO DELAY ENROUTE 


For Memorandum Tariff and Further Information, Write 


BRANIFF AIRWAYS 


General Traffic Office, Love Field, Dallas 9, Texas 










February 1—Chicago, I!l.—Morrison Hotel—Examiner McGrath: 


February 1—Hobbs, N. M.—Harden Hotel—Jt. Bd. 33: 











TRAFFIC WORLD 


29199—Diamond T. Motor Car Co. vs. B. & O. et al. 


MC 105221, Sub. 1—B. V. Slater, Wickett, Tex., certificate. 


February 1—Indianapolis, Ind.—State Comm.—Jt. Bd. 72: 
MC 72140, Sub. 10—Shippers Dispatch, Inc., South Bend, Ind., cer. 
tificate to extend operations. 


February 1—Washington, D. C.—Argument: 
MC 31214—Motor Haulage Co., Inc., New York, N. Y., contract car. 
rier appl. 
McC 60387—Bonner Hauling Co., Inc., Philadelphia, Pa., common car. 
rier appl. 


February 2—Chicago, IIl.—Hotel Morrison—Examiner McGrath: 
29184—D. W. Davies vs. Railway Express Agency, Inc. 


February 2—Denver, Colo.—Cosmopolitan Hotel—Jt. Bd. 197: 

MC 103875, Sub. 3—L. R. Dick, Riverton, Wyo., to extend operations, 
February 2—Indianapolis, Ind.—State Comm.—Examiner Parker: 

MC 2969—North Star Express, Chalmers, Ind. 


February 2—Los Angeles, Calif.—Fed. Bldg.—Examiner Way: 
Ex Parte 160—Pacific Coast Wholesalers’ Association, investigation of 
status. 


February 2—Portland, Ore.—Multnomah Hotel—Examiner Higgins: 
MC-F 2650—O. J. Mitchell, purchase, C. M. Bertlesen. 
February 2—Washington, D. C.—Argument: 
1. & S. M-2433—East-south, joint rates and routes, cancellation. 
1. & S. M-2441 and ist Sup.—Frederickson Motor Express, cancella- 
tion of joint rates. 


1. & S. M-2443—Paperboard Victory Mills and Thomson, N. Y., to 
N. Y. and N. J. 


February 3—Birmingham, Ala.—Thomas Jefferson Hotel—Jt. Bd. 100: 
MC 61916, Sub. 7—Crescent Stages, Inc., Anniston, Ala., certificate 
to extend operations. 


February 3—Brooklyn, N. Y.—Hotel St. George—Jt. Bd. 119 and Exam. 
iner Carpenter: 
MC 70226, Sub. 2—Bloomfield Transportation Co., Jersey City, N. J., 
certificate to extend operations. 
MC 105369, Subs. 2 and 4—N. Y. and N. J. Freightways, Inc., Jersey 
City, N. J., certificates. 
February 3—Decorah, la.—County Ct.—Jt. Bd. 92: 
MC 66562, Sub. 581—Railway Express Agency, Inc., New York, N. Y. 


February 3—Denver, Colo.—Cosmopolitan Hotel—Jt. Bd. 126: 
MC 55880, Sub. 4—Denver Laramie-Walden Truck Line, Inc., Denver, 
Colo., certificate to extend operations. 
MC 105238—Watson Truck Line, Craig. Colo., certificate. 


February 3—Pittsburgh, Pa.—Roosevelt Hotel—Jt. Bd. 244: 
MC 94579, Sub. 1—Shively Motor Transport, Johnstown, Pa., certif- 
cate to extend operations. 


February 3—Springfield, I11.—Hotel Abraham Lincoln—Examiner Lyle: 
Finance 14765—Appl. of Springfield & Southwestern for (1) abandon- 
ment of line from point near Cox St., in Springfield, to Curran, 
(2) abandonment of operation over tracks of B. & O. from point 
near Cox St. to 3rd St., in Springfield, Ill. 
February 5—Birmingham, Ala.—Thomas Jefferson Hotel—Examiner 
Yardley: 
MC 76177, Sub. 44—Baggett Transportation Co., Birmingham, Ala., 
certificate to extend operations. 


February 5—Chicago, lil.—Morrison Hotel—Examiner McGrath: 
29200—Diamond T. Motor Car Co. vs. Belt Ry. of Chicago et al. 


February 5—Cincinnati, O.—Gibson Hotel—Examiner Parker: 
MC 43038, Sub. 231—Commercial Carriers, Inc., Detroit, Mich., cer 
tificate to extend operations. 


February 5—Denver, Colo.—Cosmopolitan Hotel—Examiner Linn: 
1. & S. M-2485—Routing restriction, Colo., Mont., and Wyo. 
February 5—Des Moines, la.—Hotel Kirkwood—Examiner Harrison: 
MC 23259, Sub. 12—Ruan Transportation Co., Des Moines, Ia., permit 
to extend operations. 


February 5—Fort Wayne, Ind.—U. S. Ct.—Jt. Bd. 21: 
MC 93035, Sub. 7—Nelson Trucking Co., Burket, Ind., certificate to 
extend operations. 


February 5—Lexington, Ky.—City Hall—Jt. Bds. 105 and 37: 
MC 11922, Sub. 8—Blue Ribbon Lines, Ashland, Ky., certificate to ex- 
= tend operations. 
MC 59471, Sub. 1—Johns Truck Line, Dry Ridge, Ky., certificate to 
extend operations. 
February 5—Traverse City, Mich.—County Ct. House—Examiner Lyle: 
Finance 14671—Appl. of Pere Marquette for abandonment of line 
from Williamsburg to Elk Rapids, Mich. 


February 6—Brooklyn, N. Y.—Hotel St. George—Examiner Carpenter: F 


MC 46879, Sub. 2—Walters Transit Corp., Long Island City, N. Y. 


February 6—Chicago, IIl.—Sherman Hotel—Jt. Bd. 162: 
MC 105304—Frievalt Furniture & Transfer, Iron Mountain, Mich. 
certificate. 


February 6—Des Moines, la.—Hotel Kirkwood—Jt. Bd. 146: 
MC 13087, Sub. 1—Veech Transfer & Storage, Mason City, Ia., certif 
cate to extend operations. 


February 6—Lexington, Ky.—City Hall—Jt. Bds. 25 and 277: 
MC 70402, Sub. 3—Spangler Transfer, Middlesboro, Ky., certificate 
to extend operations. 
MC 105456—J. Wakin, Middlesboro, Ky., permit. 
February 6—Meridian, Miss.—Lamar Hotel—Jt. Bds. 28 and 165: 
MC 104430, Sub. 5—Capital Transport Co., Inc., Jackson, Miss., cel 
tificate. 
MC 104683, Sub. 5—L. L. Majure, Meridian, Miss., certificate. 
February 6—Grand Junction, Colo.—U. S. Ct.—Examiner Linn: 
MC 104951, Sub. 1—W. R. Hall Transfer and Storage, /Grand Junction, 
Colo., certificate. 
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® Whether it’s a twirl on the ice 
or a household goods removal, 
it takes Know-How to carry it 
off smoothly. 










ALCOA STEAMSHIP COMPANY, INC. 
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It takes Know-How to survey a job, 







































































serving schedule it, pack it; to move 
BERMUDA furniture between any two points 
n of efficiently, quickly, on time. 
VIRGIN ISLANDS That's why traffic men turn to 
TRINIDAD Neptune’s nation-wide moving 
BRITISH WEST INDIES network. Behind Neptune 
| Know-How is 44 years of specialized 
ell BRITISH and NETHERLANDS experience, trained mén, 
, to GUIANA and VENEZUELA up-to-the-minute equipment. 
00: io Find out what a difference Know- 
~_ oan caiamiia : How can make in handling a move 
xam- for you. Phone, write for details. 
1. J., ALCOA STEAMSHIP COMPANY. INC. AGENT-MEMBER: ALLIED VAN LINES, INC. 
240 Conway Bldg., Chicago Randolph 4730 
erse 
’ NORFOLK. VA.: 621 Citizens Bank Bldg. 3 . 

BALTIMORE. MD.: 710 Garrett Bldg. N 9 TS 
=e NEW ORLEANS, LA.: 1512 Amer. Bank Bidg. ; os EPIVNE 
nver, MOBILE. ALA.: 500 North Commerce St. ~ aN 

NEW YORK, N. Y.: 17 Battery Place x a ATVRAGE 
MONTREAL, CAN.: 276 St. James St. West < NEW ROCHELEE, N. Y. 
-ertifi- PHONE: FORDHAM 4-5900 
Lyle: 
indon- 
urran, 
point 
 heuteeg all th 
Ala, ee a t e way We are now giving absolute priority 
“i to cargoes for the war effort—com- 
» cer mercial cargo can be handled when 
not interfering with war cargo—per- 
on: 
pee mits must be secured in all cases. 
cate to 
» to ex: 
“7 Port of Tacoma 
r Lyle: 
of line P. O. Box 1612 Cable "Portacoma" 
~ T TACOMA WASHINGTON 
Mich., 
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Dispatch and cooperation with all 
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before us. 
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February 7—Boise, |Idaho—State Comm.—Jt. Bd. 6: 
MC 104534, Sub. 2—Vermaas Bus Lines, Caldwell, Idaho, certificate, 


February 7—Brooklyn, N. Y.—Hotel St. George—Examiner Carpenter: 
MC 15423, Sub. 8—Johnson’s Truck Lines, Mansfield, Pa., certificate to 
extend operations. 


February 7—Brooklyn, N. Y.—Hotel St. George—Examiner Bradford: 
MC 105496—Treichler Trucking Co., Cranford, N. J., permit. 
February 7—Chicago, IIl.—Hotel Morrison—Examiner McGrath: 
29181—-Masonite Corp., vs. P. R. R. et al. 
February 7—Cincinnati, O.—Gibson Hotel—Examiner Parker: 
MC 59206, Sub. 2—Holland Motor Express, Inc., Holland, Mich. 
February 7—Des Moines, la.—Hotel Kirkwood—Jt. Bds. 146 and 138: 
MC 105424—L. F. Paine, Mason City, Ia., certificate. 
MC 105469—McCullough Truck Line, Gowrie, Ia., certificate. 


February 7—Grand Junction, Colo.—U. S. Ct.—Examiner Linn: 
MC 104867, Sub. 2—Bement Auto Service, Paonia, Colo., certificate. 
February 7—International Falls, Minn.—New City Hall—Jt. Bd. 145: 
MC 105382—W. A. Matikka, Emo, Ontario, Canada, permit. 
February 7—Lexington, Ky.—City Hall—Examiner Peterson: 
MC 94060, Sub. 6—E. N. Yeary, Winchester, Ky., to extend operations. 
February 7—Los Angeles, Calif.—Fed. Bldg.—Examiner Higgins: 
MC-F 2689—Lyon Van & Storage Co., control, Lyon Van & Storage 
Co. et al. 
February 7—Milwaukee, Wis.—Hotel Schroeder—Jt. Bd. 13: 
MC 105097—Consumers Waste & Paper Trucking Co., 
Wis., permit. 


February 7—Richmond, Va.—Hotel Richmond—Examiner Driscoll: 
MC 45829, Subs. 8 and 9—Carolina Motor Express Line, Inc., Indian- 
apolis, Ind., certificates to extend operations. 


February 7—Washington, D. C.—Argument: 
1. & S. M-2352—Cancellation of commodity rates, Boston to N. Hamp. 
and Vt. 


February 7—Washington, D. C.—Commissioner Splawn: 
28995—-Lewis Grain Corp. et al. vs. B. & O. et al. 
February 7—Washington, D. C.—Examiner Albus: 
* Finance 14814—Appl. of C. & E. I. for authority to acquire trackage 
rights over bridge and appurtenances of Southern Illinois and 
Missouri Bridge Co. between Bridge Junction, Ill., and Illmo, Mo. 


February 8—Billings, Mont.—City Hall—Jt. Bd. 224: 
* MC 44790, Sub. 6—Maughan Co., Moorehead, Minn., certificate to ex- 
tend operations. 


February 8—Brooklyn, N. Y.—Hotel St. George—Examiner Carpenter: 
MC 3027, Sub. 2—Eastern States Transportation Co., Inc., Chicago, 
Ill., permit to extend operations. 
MC 44592, Sub. 1—Middle Atlantic Transportation Co., Inc., New York. 


Milwaukee, 


(Argument) 


SERVING THE 


CHICAGO 


TRAFFIC WORLD 


February 8—Brooklyn, N. Y.—Hotel St. George—Jt. Bd. 119: 
MC 668, Subs. 35 and 36—Inter-City Transportation Co., Inc., Paterson 
N. J., certificates to extend operations. : 
MC 1079, Subs. 5 and 6—New Jersey-New York Transit Co., Ine, 
Paterson, N. J., certificates to extend operations. . 
MC 3698, Sub. 11—De Camp Inter-State Transit Co., Livingston, N, J, 
certificate to extend operations. : 
February 8—Des Moines, la.—Hotel Kirkwood— Jt. Bds. 55 and 46: 
MC 82, Sub. 3—Willison Transportation Line, Ottumwa, Ia., permit 
to extend operations. 
MC 105041, Sub. 1—N. Couchman, Seymour, Ia., to extend operations, 
February 8—Los Angeles, Calif.—Fed. Bldg.—Examiner Higgins: 
MC-F 2724—Pacific Freight Lines, purchase, R. Garden. 
February 8—Louisville, Ky.—Kentucky Hotel—Jt. Bd. 208: 
MC 1852, Sub. 10—Madison-Louisville Transit Inc., Madison, Ind., cer. 
tificate to extend operations. 


February 8—Madison, Wis.—State Comm.—Examiner Hanrahan: 
MC 103248, Sub. 7—Petroleum Transport, Inc., Madison, Wis., cer. 
tificate to extend operations. 


February 8&—Raleigh, N. C.—Sir Walter Hotel—Examiner Driscoll: 
MC 104952, Sub. 1—Washington Transfer Co., Washington, D. C, 


February 8—Salt Lake City, Utah—State Comm.—Jt. Bd. 207: 
MC 88413, Sub. 15—M & M Truck Co., Denver, Colo., certificate to 
extend operations. 


February 8—Washington, D. C.—Argument: 
29069—Swift and Co. vs. Alton et al. 
29069, Sub. 1—Cudahy Packing Co. vs. Alton et al. 
29126 and Subs. 1, 2, 3, and 4—Armour and Co. vs. Alton et al, 
29107—Paterson Foundry & Machine Co. vs. C., B. & Q. et al. 


February 9—Brooklyn, N. Y.—Hotel St. George—Examiner Bennett: 
* 1, & S. M-2449—Minimum class rate restrictions in East. 


February 9—Des Moines, la.—Hotel Kirkwood—Examiner Harrison: 
MC 96534—Hayes Transfer, Centerville, Ia., certificate or permit. 
February 9—Jackson, Tenn.—City Hall—Jt. Bd. 107: 


MC 1506, Sub. 3—Dixie Greyhound Lines, Inc., Memphis, Tenn., cer. 
tificate to extend operations. 





MIAMI PORT AUTHORITY PLANS 


In a memorandum filed with the Maritime Commission 
and the War Shipping Administration, the Greater Miami Port 
Authority, of Miami, Fla., has asked those agencies to make 
available to the coastwise steamship lines ‘at an early date” 
any suitable vessels now in their possession and has added a 
suggestion that “if such vessels are not available in the proper 
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History Repeats Itself 


As in the days of yore, a vast new American Mer- 
chant Marine again carries needed supplies to our 
many battlefronts. In the postwar period, this great 
fleet of business ambassadors sailing the Seven 
Seas with “something to swap” can bring prosper- 
ity to every American. 
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"POPE 3 TALBOT. INC. ql 
MCORMICK STEAMSHIP DIVISION 





Services in 
Washington, D. C., and 


Commercial Zone: 
1. Pool Car Distribution—On B. & O R. R. 
Siding—Economical—Fast—Dependable 
2. Local Cartage 


The Jacobs Transfer Company, Inc. 
Established 1857 

61 Pierce Street, N. E. s Washington 2, D. C. 

Phones: Decatur 7603, District 2412 
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HYSTER 


KARRY KRANE 


An industrial crane incorp- 
orating advanced features of 

construction and operation. 
Made by pioneer manufac- 
turers of mobile, materials 
handling machines ... Write 
for catalog. 


HYSTER 
Company 


PORTLAND 8, ORE. 
PEORIA 1, ILL. 


rourr 4 GALVESTON 


Carchul Handling » 
Quick Dispatch 
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ONE OF AMERICA’S RAILROADS—ALL UNITED FOR VICTORY 


ROUTE VIA 


FASTER — DIRECT — L.C.L. — RAIL SERVICE 
TO: TEXAS, LOUISIANA, MEXICO, ST. LOUIS MO. 


Pick Up and Store Door TE dea included at rates 
no higher than rail. 


PREMIER CARLOADING CORP. 


90 WEST ST., N. Y. 6, N. Y. - CORTLAND 7-3812 
Offices and Agencies in Principal Cities 


































244 TRAFFIC WORLD 


number, preference be given to construction of vessels which Present plans of the Miami port authority for the future 
can be used in the war effort and later transferred to the according to the memorandum, embraced expenditure of sub. 
coastwise lines.” The port authority requested, particularly, stantial sums for dredging and the building of additiona) 
an early restoration of the coastwise steamship service between wharves to handle a much larger tonnage of ship cargoes than 
Miami and other Atlantic coastal ports. the port handled prior to the outbreak of the present war, It 
It contended in the memorandum that resumption of such added that if the port were to lose permanently the coastwige 
service would be in the national interest, that thereby “the business, its plans for postwar development would be upset 
land carriers bordering the Atlantic Ocean of the strain that and its present facilities would be permitted to deteriorate. 
they have been put to in handling the added traffic created “The value of the coastwise trade to the ports in southern 
by the national war effort,” and that, “as in the past, we need Florida,’ the port authority said, “is paramount, as it wil] 
this service resumed for its economical value to the shipping frelieve the shipping public from the greater costs assessed by 
public.” land carriers and will provide economic planning in our trans. 


portation needs for the postwar era. . . . At present the rail- 
C1 lassified ed Ad 


roads are the only long-haul carriers in Florida, and restricted 
as it is by the O. D. T., the shipping public is finding it difficult 
to obtain sufficient long-haul transportation for its needs... .” 

The only weekly market place in print covering the entire field of transportation and 

distribution for those who have services, materials, equipment, etc., to buy or sell. 

(Reader ads —$1.00 a line, minimum 3 lines. prety int 5 a coluam inch.) 























TIME REGULATION BILL 


Senator Taft, of Ohio, has introduced a bill authorizing 
the Interstate Commerce Commission to change war time to 
standard time in any part of the country where the fast time 
is no longer of advantage to the war effort. Senator Taft said 

TRAFFIC MANAGERS. Preferrably grain, flour experience. Per- that in many sections along the western part of the eastern zone, 
manent employment with excellent promotional possibilities. Give de- no Saving in electricity had been brought about, “because the 
tails in your reply. International Milling Company, Minneapolis 1, light used in the morning equals that saved in the evening.” 
Minnesota. Under terms of the bill, the Commission may change back 
—"TRAFFIG MANAGEMENT—We can now accept 15 more students Part of a zone without changing all. This, Senator Tait said 
for extension study of our newly revised course using current class’ns, would eliminate the complications produced m states like 
actual tariffs, ete. Covers rail, truck, air, express, f'wder, water, claims, Ohio” by a difference between the local time and the railroad 
demurrage, transit, routes, etc. College of Advanced Traffic, 12 E. time. A-change can be made by the Commission only after due 
Jackson Blvd., Chicago 4, notice and public hearing, under provisions of the bill. 





3 time, 26 tis time. 





















WANTED—Man with grain, flour rate experience, permanent posi- 
tion, excellent promotional possibilities with large company. Box 314, 


Traffic World, Chicago office. Ss ERV | N G ME RI C 
OPPORTUNITY AVAILABLE—To high class man for position as A A 


General Freight Agent of short line railroad in Central Freight Asso- 
ciation territory. Applicant must be able to interpret tariffs, quote 
rates, be familiar with divisions and able to audit and revise freight 
bills. Applicant should be married and between 35 and 40 years of 
age. Good salary and permanent position. Fine living conditions in 
medium size city. Give complete information regarding experience and 
traffic background. All replies treated as confidential. Box 315, Chicago 
Office, Traffic World. 

















































DISCHARGED VETERAN, 40 yrs. old, 16 yrs.’ R. R. experience, 
acctg. and frt. traffic work, desires permanent traffic position. Prefer = - 
R. R. but will consider industrial or chamber of commerce. Willing to A) NO ex 
start at moderate salary. Prefer location in central west. Box 316, iim (II. >? a. th 
Traffic World, Chicago office. 3 Hd Pe.) 

ld] |? : 


FREIGHT CAR PRICES REDUCED! 


Now only half of recent peak prices— 
“ $500 to $4250 each! 


Which of these cars could you use? 


40—Hopper, Triple, 50-Ton 

85—Hopper, Side-Discharge, 50-Ton 

80—Refrigerator, 40-Ft., 40-Ton 

16—Refrigerator, 36-Ft., 30-Ton 

8—Ballast, Composite, 50-Ton 

29—Box, 36-Ft., 40-Ton 

10—Dump, Magor, Automatic, 30-Yd., 50-Ton; lift doors 
10—Dump, Western, Automatic, 30-Yd., 50-Ton; lift doors 
8—Dump, Koppel, Automatic, 30-Yd., 50-Ton; with aprons 
25—Dump, Western, Automatic, 30-Yd., 50-Ton; with aprons 





4—Dump, Western, 20-Yd., 40- and 50-Ton; steel floors 0 | 
1—Dump, Koppel, Drop-Door, 20-Yd., 40-Ton 30 
18—Dump, K & J, Automatic, 16-Yd., 40-Ton 


20—Flat, 40-Ft., 40- and 50-Ton 

35—Gondola, Composite, 36-Ft. and 40-Ft., 40- and 50-Ton 
6—Gondola, 50-Ton, High-Side, Steel 

3@—Tank, 8000-Gallon, 40 & 50-Ton 


Perhaps this list also has some other cars you could use to very 
beneficial advantage now? 


All cars are priced to sell! 
IRON & STEEL PRODUCTS, INC. 
40 years’ experience 
13450 S. Brainard Ave., Chicago 33, Illinois 
“ANYTHING containing IRON or STEEL" 


% y mi ty 0 ‘ S of FRISCO FASTER FREIGHT 


| - én : ainea. 
Superior Service A asl 









ST.LOUIS-SAN FRANCISCO RY. 





a tap pa RE RETO ee ctae he erty ee 


A bucking horse hits the ground stiff-legged, again and 
again .. . no rider could take it sitting down. But the 
expert horseman lets the force of each impact travel down 
through the stirrups, up through his flexed ankles, knees, 
and hips—so nature’s own knee-action absorbs the jolt. 


MOVEMENT CUSHIONS THE SHOCK! 


The same principle, in the Duryea Cushion Underframe, 
gives you SHOCKPROOF SHIPPING. 


Powerful steel springs in the Duryea Underframe 
travel every impact the entire length of the car. The 
floating center sills, moving freely with the direction 
of the blow, allow car and contents to ride over the 
jolt, with the shock safely absorbed. 


0. ¢C. DURYEA CORPORATION 
30 Rockefeller Plaza, New York 20,N.Y.-135 So. LaSalle St., Chicago 3, Ill. 
725 Fifteenth Street, N. W., Washington 5, D. C. 


PS SE Le oe 
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How the Duryea Cushion 
Underframe Contributes to Victory 


PROTECTS car and lading, prolongs 
car life, cuts damage claims. 
PERMITS higher handling speeds. 
ELIMINATES gear replacements main- 
taining efficiency for life of car. 
SAVES TIME loading and unloading. 
Needs less packing and bracing. 


SAVES MONEY usually spent for 
maintenance on every part of car. 


COMPLEMENTS air brake; Duryea cars 
withstand abrupt stops. 
CUTS SLACK to pre-determined ideal. 


COSTS NO MORE than conventional 
type, for average Duryea gear. 


Here’s what actually happens 


. . . When two stationary freight cars 
receive the same impact, equivalent to 
a 50-ton car, loaded to capacity, coupling 


at a speed of 4 m.p.h.: CONVENTIONAL 


CAR (A): Draft gear “goes solid,” car 
receives almost entire impact. 
DURYEA CAR (B): Shock absorbed 
by cushion gears, car and lading are 
comparatively undisturbed. 





TO THE RAILROADS OF 


TIMKEN 


RAILWAY ROLLER BEARINGS 


AMERICA 


The railroads of America have done 
a wonderful job during the past year 
and preceding war years in handling 
the unprecedented volume of traffic 
necessary to the carrying on of a 
world-wide war. It is truly a great 
achievement. Congratulations! 


We believe the future is bright for 
the railroads in the coming post-war 
years, and rededicate Timken Bearings 
to the tasks they have proved them- 
selves so well able to handle in the past. 


Timken Bearings will make the problem 
of higher speed easy of solution as 
far as journal bearings are concerned. 
They will give the same trouble- 
free service on freight cars and pas- 
senger cars, locomotives and stream- 
lined trains. The Timken Roller Bearing 


Company, Canton 6, Ohio. 





